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Building  Specific  Assessment  and 
Bulk  Sampling  Materials 


Building  991 


LABORATORY  REPORT 


Wci'gsaii0  B^sihwatm'ies 


INC 


Sample  # : ASB90- 1 63 IS 


-  BOLK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R. L-  STGLLPR 


Field  Sample  #:  CGA  —  010 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90 

LOCATION  : 


Batch  ft  :  1 


Matrix  :  BULK 


Reported:  11/26/90 


GROSS  DESCRIPTION  :  Friable  L  J  Fibrous  1X3  Homogenous  C  3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


Ch rysot i le 

* 

Amosite 

* 

Crocidol i te 

* 

Trernol  ite 

* 

Act inol ite 

* 

Anthophy 1 1 ite 

* 

[TOTAL  PERCENT  ASBESTOS:  N.  D. 


NON-ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  10-15  * 

CFIBROUS  GLASS  3  5  -10  '/- 

C SYNTH.  POLYMER  31-5  % 

C  3  * 

I  3  '/- 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


CBIND.  MATERIAL  3  65-70  * 


r—  COMMENTS:  — - - - 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  X 

1 _ _ _ _ _ _ _ _ _ .J 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 
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Sample  # : ASB90-ifa319  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl i ent 


TEPS/ PRESIDIO 
60 15  -  3 1 L' - 

R.L.  STOLLAR 


Field  Sample  #:  CGA  -  Oil 


Batch  #  :  1 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  3  % 
[FIBROUS  GLASS  3  % 
[SYNTH.  POLYMER  3  Y- 
C  3  -/- 
C  3  A 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


Chrysot i le 

A 

Arnos  i  t  e 

A 

Crocidol i te 

A 

Trernol  ite 

■A 

Act inol ite 

A 

Anthophy 1 1 ite 

A 

[BIND.  MATERIAL  3  95-100  A 


jTOTAL  PERCENT  ASBESTOS:  N.  D. 


COMMENTS : 


N.D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  Y- 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10Y  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 02— 020. 

Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 ferssar  LsifooBwiwies 


Sample  # : ASB9o— 1 6320 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  -SIS. 

Client  :  R.  L.  STOLLAR 


Batch  #  :  1 


Field  Sample  #:  CGA  -  012 
DATES: 

-  Received:  11/15/90  Collected:  11/0Q/90 


Matrix  :  BULK 


Reported:  11/26/90 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  1  Fibrous  C  3  Homogenous  [X3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


Chrysot i le 

* 

Amosite 

* 

Croc idol ite 

* 

T  remo 1 i t  e 

* 

Act inol ite 

■/- 

Anthophy 1 1 ite 

* 

NON-ASBESTOS/FIBROUS  CONTENT 

[CELLULOSE  3  * 

[FIBROUS  GLOSS  3  */- 

[SYNTH.  POLYMER  3  * 

[  3  * 

[  3  /- 

NON-OSBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


COMMENTS: 


[BIND.  MATERIAL  3  95-100  % 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  * 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  -*-/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


M.  LUCAS 
Asbestos  Analyst 
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j  Sample  # : ASB90- i 632 1 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEP3/PRESIDI0 
Project  Number  :  6015  .312. 

Client  :  R.  L-  STOLLAR 


Batch  # 


Field  Sample  #:  CGA  -  013 


Matrix  :  BULK 


BATES: 


Received:  11/15/90  Collected:  11/08/90 


Re  port  ed :  11/20/90 


LOCATION 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  C  3 


COLOR/APPEARANCE  :  TAN/BROWN 


ASBESTOS  CONTENT 


Chrysot i le 

% 

Arnosite 

% 

Croc idol i t e 

% 

Trernol  ite 

% 

Act inol ite 

% 

Anthophy 1 1 ite 

% 

NON-ASBESTOS/FIBROUS  CONTENT 

CCELLULOSE  3  20-25  % 

CFIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  % 

C WOLLASTON I TE  31-5  % 

C  1  % 

NON— ASBESTOS/NON— F IBROUS  CONTENT 


CBIND.  MATERIAL  3  65-70  % 


TOTAL  PERCENT  ASBESTOS: 


N.  D. 


COMMENTS:  — 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 
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i  i 
j  Sample  # : ASB90- 1 6322  I 
•  ( 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312. 

Client  :  R.  L.  STOLLAR 

Batch  4:2 

Field  Sample  #:  CGA  -  014 

Matrix  :  BULK 

DATES: 

Received:  11/15/90  Collected:  11/08/90 

Reported:  11/20/90 

LOCATION  : 

r  i 

i  i 

GROSS  DESCRIPTION  :  Friable  I  3  Fibrous  C  3  Homogenous  CXI 


COLOR/APPEARANCE  :  BROUN 


NON-ASBESTOS/FIBROUS  CONTENT 


CCELLULOSE  3  TRACE  '/- 

CFIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  */- 

C  3  * 

C  3  -/- 

NON-ASBESTOS/NON-F I BROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  * 

r  "  i 

(TOTAL  PERCENT  ASBESTOS:  N.  D.  *| 

L _ _ _ J 

r-  COMMENTS  : - - 

I 

| N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  10*  or  better.  Analysts  are  trained  by  McCrone  Research 

Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EF'A— 600/M4— 82—020. 


ASBESTOS  CONTENT 


Chrysotile  * 
Arnosite  '/- 
Crocidolite  * 
Tremolite  * 
Actinolite  * 
Anthophyl 1 ite  * 


i _ i 


Marcie  L.  Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  *  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wersm0  LsiboratvB'ics 


j  Sample  # : ASByO- 1 6323  | 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESI BIO 
Project  Number  :  6015  -312- 

Client  :  R.  L.  STOLLAR 


Batch  :  L 


Field  Sample  CGA  -  01 : 


Matrix  :  BULK 


DATES: 


Received:  11/15/90  Collected:  11/08/90 


Reported:  11/20/90 


LOCATION 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX3 


COLOR/ APPEARANCE  :  OFF  WHITE 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

% 

E CELLULOSE 

3 

1-5 

* 

Arnos  ite 

•/. 

EFIBROUS  GLASS 

3 

1-5 

,  * 

Crocidol ite 

* 

ESYNTH.  POLYMER 

3 

* 

T  r  erno  1  i  t  e 

*j 

|  c 

3 

* 

Act inol ite 

* 

e 

3 

* 

Anthophy 1 1 ite 

% 

L. 

_ i 

NON— ASBESTOS /NON— F 

IBROUS 

CONTENT 

CBIND.  MATERIAL  3  85-90  * 


TOTAL  PERCENT  ASBESTOS:  N-  D. 


COMMENTS :  - 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  * 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EP'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L-  Wilson 
As best  os  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


WerssiB0  LaboB'SBtwies  ,NC. 


I  _  ; 

j  Sample  #  :  ASB90- 1  fc.b24  I 

1 _ _ j 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  T  EPS /'PRES  I  D  1 0 

Project  Number  :  SO 1 5  .31 LT.  Batch  #  :  2 

Client  :  R.  I _ STOLLAR 

Field  Sample  #:  CGA  —  016  Matrix  :  BULK 

DATES: 

- -  Received:  11/15/90  Collected:  11/08/90  Reported:  11/20/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXj  Fibrous  [X3  Homogenous  [X3 

COLOR/APPEARANCE  :  TON 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 

[CELLULOSE  3  30-35  % 

[FIBROUS  GLASS  3  40-45 
CSYNTH.  POLYMER  3  * 

[  3  'A 

[  3  7- 

NDN— ASBESTOS /NON— F I BROUS-  CONTENT 

[BIND.  MATERIAL  3  15-20  % 

j TOTAL  PERCENT  ASBESTOS:  N.  D.  %j 

l _ _ 

p—  COMMENTS:  - 

i 

| N.  D.  =  NONE  DETECTED 

i _ _ _ _ _ 


l 

I 

TRACE  =  LESS  THAN  1  A  ] 

_ _ _ _ _ i 


Chrysot i le 

Amosite 

■/- 

Croc idol i te 

% 

T  remo 1 i t  e 

A 

Act inol ite 

■A 

Anthophyl 1 ite 

1 

*1 

1 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  mieroseopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10yC  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EP'A— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield.  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


I  i 

j  Sample  #  :  ASB90- 1  S3E5  I 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESI DIO 

Project  Number'  :  G0I5  .  3i£.  Batch  :  E 

Client  :  R- L.  3TGLLAR 

Field  Sample  #:  CGh  —  017  Matrix  :  BULK 

DATES; 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  ll/£0/90 

LOCATION  : 

I  '  ■  ' 

I 

I 

I 

I 

i _ _ _ _ — _ - 1 

GROSS  DESCRIPTION  :  Friable  I  3  Fibrous  [  3  Homogenous  CX3 

COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

•/. 

C CELLULOSE 

3  TRACE 

% 

Amosite 

-/- 

[FIBROUS  GLASS 

3 

% 

Crocidol ite 

% 

CSYNTH.  POLYMER 

3 

A 

Trernol  ite 

% 

[ 

3 

A 

Act inol ite 

’A ! 

[ 

3 

A 

ftrithophyl  I  ite 

i _ 

"A  j 

NON— ASBESTOS /NON— FIBROUS  CONTENT 

[BIND.  MATERIAL  3  95-100  % 


DESCRIF'TION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOA-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 8£— 0£0. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmvir  I Lsilwraiwies  ,NC 


i 

i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  #  :  £ 

Client  :  R.L.  STOLLAR 

Field  Sample  & :  CGA  —  018  Matrix  :  BULK 

DOTES: 

- - —  Received:  11/15/90  Collected:  11/08/90  Reported:  11/20/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CXI 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

% 

CCELLULOSE 

1 

25-30 

-x 

Amosite 

% 

CFIBROUS  GLASS 

1 

45—50 

% 

Crocidol ite 

% 

CSYNTH.  POLYMER 

1 

% 

Trernol ite 

* 

C 

3 

•x 

Act i no 1 i t  e 

%  | 

C 

3 

■x 

Anthophy 1 1 ite 

* 

N0N-ASBEST0S/N0N-FIBR0US  CONTENT 

CBIND.  MATERIAL  J  15-20  "X 

TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

_ _ _ _ _ _  _ i 

p-  COMMENTS  :  - - - - 

i 

j  N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 

L _ _ _ _ _ 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  MeCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wersiw  LiilwBwiorii's  INC. 


I 

j 


i 

j  Sample  # : ASB90— 1 6327 
LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRES  1  D  I  O 

Project  Number  :  6010  .  31S.  E<atch  #  :  £ 

Client  :  R. L.  STOLLAR 

Field  Sample  #:  CGA  —  019  Matrix  :  BULK 

DATES: 

— - Received:  11/15/90  Collected:  11/08/90  Reported:  11/2:0/90 

LOCATION  : 

•  —  '  .  I 

i 

I 

t 

I _ _ _ _ 

GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX] 

COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ABBESTOS/F I BROUS  CONTENT 

ECELLULOSE  3  45-50  V. 

CF I  BROUS  GLASS  3  25-30  * 

ESYNTH.  POLYMER  3  % 

E  3  •/. 

E  3  •/- 

NON-ASBESTOS/NON-FI BROUS  CONTENT 

EBIND.  MATERIAL  3  15-20  % 

|  TOTAL  PERCENT  ASBESTOS:  N.  D.  '/-  j 

|—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED 


I 

i 

TRACE  =  LESS  THAN  1  "/  j 

_ _ _ _ _ i 


Chrysot i le 

i 

-/- 

Arnosite 

* 

Croc idol ite 

Tremol ite 

% 

Act inol ite 

* 

Anthophy 1 1 ite 

-/ 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnieroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10/t  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  ♦  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Liibwntoriesi  INC. 


i  i 

j  Sample  41 :  ASB90—  i&SL'S  j 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .SIS. 

Client  :  R. L.  STOLLAR 


Batch  #  :  c 


Field  Sample  44:  CGA  —  OSO  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/20/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  1X1  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 

[CELLULOSE  3  20-25  */ 

[FIBROUS  GLASS  3  50-55  * 

[SYNTH.  POLYMER  3  % 

[  3  % 

[  3  7- 

NON— ASBESTOS/NON— F' I BROUS  CONTENT 

[BIND.  MATERIAL  3  15-20  * 

I - 1 

j TOTAL  PERCENT  ASBESTOS:  N.  D.  % j 


p—  COMMENTS: - — - - 

i 

j  N. D.  =  NONE  DETECTED 


I 

! 

TRACE  =  LESS  THAN  1  %  j 

_ _ _ i 


Chrysot i le 

'A 

Arnosite 

-A 

Croc idol ite 

■A 

Trernol ite 

* 

Act i no 1 i t  e 

Anthophy 1 1 ite 

i 

•A 

_ i 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopist s,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10/-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Werssir  LsiborsiioBws 


Sample  #  :  ASB90—  i e,3L'9 


LABORA  l  DRY  RLP0R3  —  BULK  ASBEsTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  -312- 

Client  :  R. L-  STOLLAR 


Batch  it  :  2 


Field  Sample  # :  CGA  —  021 


Matrix  :  BULK 


BATES: 


Received:  11/15/90  Collected:  11/08/90 


Reported:  11/20/90 


LOCATION 


GRuSS  DESCRIPTIUN  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE  :  BROWN 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 
Amos  i  t  e 
Croc idol i te 
Trernol ite 
Act i no 1 ite 
Anthophyl 1 ite 


ECELLULOSE  3  % 

CFIBROUS  GLASS  3  * 

LSYNTH.  POLYMER  3  * 

I  1  % 

C  J  ’/- 

NON— ASBESTOS/NON— FI BROUS  CONTENT 

CBIND.  MATERIAL  3  95-100  % 


TOTAL  PERCENT  ASBESTOS: 


N.  B. 


COMMENTS: 


! N. B.  =  NONE  BETECTEB 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  raicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates-  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  1054  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


Sample  #: ASB90— 16330  j 


-  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/PRESIDIO 
60  10  -  a  1  ci. 

R.L.  STOLLAR 


Batch  #  :  £ 


Field  Sample  #:  CGA  —  022 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/20/90 


LOCATION  : 


GROSS  BESCRIPTiuN  :  Friable  t  3  Fibrous  E  3  Homogenous  CX3 


COLOR/APPEARANCE  :  BROWN 


HSBES l US  CON i fcNT 


r .  ~ 

Chrysotile  '/- 

Arnos  ite  V- 

Crocidolite  % 

Trernolite  '/- 

Actinolite  7- 

Anthophy 1 1 i te  % 


{TOTAL  PERCENT  ASBESTOS:  N.  D. 


NON-ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  -/. 
CFIBROUS  GLASS  3  % 
ESYNTH.  POLYMER  3  * 
C  3  % 


C  3  % 

NON— ASBEST OS / NON— F I BROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  % 


r—  COMMENTS  :  - - - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  ■/- 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOV-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  *  Telephone:  (703)  750-3000  •  1-800-283-7727 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

% 

CCELLULOSE 

3  35-40 

% 

Arnosite 

% 

CFIBROUS  GLASS 

3 

% 

Croc idol ite 

% 

CSYNTH.  POLYMER 

3 

■A- 

T  r  erno  1  i  t  e 

■A 

C 

3 

% 

Act inol ite 

% 

C 

3  . 

■A 

1 

finthophy 1 1 ite 

i-  . .  ..  ■  . . 

% 

1 

IdKUUo  LUr 

'J  1  hN  1 

CBIND.  MATERIAL 

3  55— GO 

mA 

1 

(TOTAL  PERCENT  ASBESTOS: 

i 

N. 

i 

D.  -A  j 

j 

r.nMMFKITc?  - 

N.  D.  = 

NONE  DETECTED 

TRACE  = 

LESS  THAN 

1  A 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicrosecpists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determinat ion  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— SOO/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  ♦  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


W 


•aes 


|  Sample  # : ASB90-16332  j 


LABORATuRY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TE P S / P R E S 1 D I U 
Pro j  ect  Number  :  6015  .316. 

Client  :  R. L.  STOLLAR 


Batch  tt 


Field  Sample  #:  CGA  —  024 


Matrix  :  BULK 


DATES: 


Received:  11/15/90  Collected:  11/08/90 


Reported:  11/20/90 


LUCA l I UN  : 


GROSS  DE3CRIPTIUN  :  Friable  C  3  Fibrous  C  1  Homogenous  CXI 


COLOR/APPEARANCE  :  TAN 


ASBESTUS  CONTtNT 

NuN- ASBEST US/F I U  RuUS 

CONTENT 

Chry sot i 1 e 

L CELLULOSE 

3 

'/- 

Amosite 

*| 

CFIBROUS  GLASS 

3 

% 

Croc idol ite 

* 

CSYNTH.  POLYMER 

3 

% 

T  rerno I i t  e 

* 

C 

3 

-/ 

Act inol ite 

*| 

C 

3 

7- 

Anthophy 1 1 ite 

*\ 

NON-ASBESTOS/NON-FI BROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  * 


TOTAL  PERCENT  ASBESTOS: 


N.  D. 


COMMENTS :  - 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  %  \ 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10^  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 6G0/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


f . .  ~  . 

I  Sample  #: ASB90- 16333 

[ _ 


-  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/PRES I D I O 
6015  .312. 

R. L.  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  —  025 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE  :  TAN 


NON-ASBESTOS/FIBROUS  CONTENT 


t CELLULOSE  3  % 

CFIBROUS  GLASS  3  * 

CSYNTH.  POLYMER  3  * 

C  3  V- 

C  3  * 

NON— ASBESTOS/NON— F I BROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  % 

f  '  '  "1 

j  TOTAL  PERCENT  ASBESTOS:  N.  D.  >■  j 

i _ _ _ i 

|—  COMMENTS: - - 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


ASBESTOS  CONTENT 


i 


Chrysot i ie 
Amosite 
Crocidol i t e 
Trernol ite 
Act  iriolite 
Anthophy 1 1 it e 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopist s,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10 iL  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EP'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— &00/M4— 82—020- 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  B^alnwaiorie®  ,NC 


_ - ! 

Sample  # : ASB90- 1 6334  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .  31£.  Batch  #  ;  3 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  026  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


l 

i 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CXI 


COLOR/APPEARANCE  :  BROWN 


NON— ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  * 

CFIBROUS  GLASS  3  */- 

CSYNTH.  POLYMER  3  * 

C  3  % 

C  3  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  '/- 

I  i 

[TOTAL  PERCENT  ASBESTOS:  N.  D.  % j 

L _ _ _ I 

|—  COMMENTS: - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  /- 

_ _ _ - _ s 


ASBESTOS  CONTENT 


Chrysot i le 

Amosite 

% 

Crocidol ite 

* 

Tremol i te 

% 

Act i no 1 i t  e 

% 

Anthophy 1 1 ite 

* 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOJt  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersar  B^sthoBwiories  ,NC. 


i  ! 

j  Sample  # :ASB90- 16335  j 

L - __J 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  £015  .312.  Batch  #  :  3 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  027  Matrix  :  BULK 


DOTES: 

-  Received:  11/15/90  Collected:  11/0Q/90  Reported:  11/21/90 

LOCATION  : 


l 

l 

L 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  TON 


ASBESTOS  CONTENT 


NON— ASBESTOS/FIBROUS  CONTENT 


L CELLULOSE  I  20-25  % 
CFIBROUS  GLASS  I  55-60  * 
CSYNTH.  POLYMER  I  X 
C  I  X 
C  I  * 

NON-OSBESTOS/NON-F I BROUS  CONTENT 


CBIND.  MATERIAL  I  10-15  X 

I  ~  1 

(TOTAL  PERCENT  ASBESTOS:  N.  D.  X { 


Chrysot i le 

■A 

Amosite 

■A 

Crocidol it e 

•A 

T  r emo 1 i t  e 

% 

Act inol ite 

% 

Anthophy 1 i ite 

% 

r 


COMMENTS : 


N. D.  =  NONE  DETECTED 


L. 


TROCE  =  LESS  THAN  1  X 


BESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10X  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  ♦  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wersar  Lalnwaiories  /wc. 


Sample  # : ASB90— 1  fc>336 


i 

I 

_ i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  #  :  3 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  026  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/06/90  Reported:  11/21/90 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  EX3  Homogenous  EXT 

COLOR/APPEARANCE  :  PINK/BROWN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

1 

A\ 

[CELLULOSE 

1 

% 

firnosite 

A  1 

CFIBROUS  GLASS 

1  95- 

lOO  -A 

Croc idol i t e 

a\ 

[SYNTH.  POLYMER 

3 

A 

Trernol  ite 

C 

1 

A 

Act inol ite 

*! 

C 

1 

A- 

Anthophy I 1 ite 

*! 

'  NON— ASBESTOS/NON— FIBROUS 

CONTENT 

[BIND.  MATERIAL  1  A 

‘  '  '  1 
TOTAL  PERCENT  ASBESTOS:  N.  D.  A  j 

_ _ _ _ i 

r—  COMMENTS: - :j 

i  I 

j  N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  /-  j 

L _ _ _ _ _ — — — 1 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10?-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  ♦  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmvir  B^siboBwtorics  «*. 


Sample  #: ASB90- 16337  j 
LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/PRESIDIO 
6015  .312. 

R.  L.  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  —  023 


Matrix  :  BULK 


DATES : 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  TXT  Fibrous  CX3  Homogenous  C  3 


COLOR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


L  CELLULOSE  3  1-5  */- 

CFIBROUS  GLASS  3  85-90  X- 

CSYNTH.  POLYMER  3  % 

C  3  % 

t  i  y. 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


CBIND.  MATERIAL  3  1-5  % 

f  I 

[TOTAL  PERCENT  ASBESTOS:  N.  D.  % j 


|—  COMMENTS:  - 

l 

I  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  X 


Chrysot i le 

V- 

Arnosite 

‘A 

Croc idol ite 

% 

T  r emo 1 i t  e 

% 

Act inol ite 

*| 

Anthophy 1 1 ite 

* 

—  _  1 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10?C  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  0.  Box  1549  ♦  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wei'sw  Lstborsiiories  ,NC. 


Sample  # : ASB90- 1 6338 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  60 i 5  .312,  Batch  #  :  3 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  030  Matrix  :  BULK 


DATES: 

-  Received:  11/15/SO  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  1X3  Fibrous  CX3  Homogenous  CX3 

COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 
Amosite 
Crocidol ite 
Trernol ite 
Act inol ite 
Anthophy 1 1 ite 


3  5-10 


CCELLULOSE  3 
CFIBROUS  GLASS  3 
CSYNTH.  POLYMER  3 


NON-ASBESTOS/ NON-F I BROUS  CONTENT 


CBIND.  MATERIAL  3  80-85  % 

r — - 1 

J  TOTAL  PERCENT  ASBESTOS:  N.  D.  * j 

i. _ _ _ ! 

r—  COMMENTS: - - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopist s,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  -+-/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


t fersar  L;/lwwv;/w*fcs  ,NC 


Sample  # : ASB9C-16339  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 ient 


TEPS/ PRESIDIO 
6015  . 312. 

R.L.  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  —  031 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


l 

I 

l 


I 

I 

I 

I 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  CX3  Homogenous  C  3 


COLOR/APPEARANCE  :  OFF  WHITE 


NON-ASBESTOS/FIBROUS  CONTENT 


C CELLULOSE  3  45-50  % 

CFIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  */ 

E  3  -/- 

C  3  -/- 

NON— ASBESTOS/NON— F I BROUS  CONTENT 


CBIND.  MATERIAL  3  45-50  * 

I - 1 

j  TOTAL  PERCENT  ASBESTOS:  N.  D.  54  j 

i _ j 

r—  COMMENTS: - — j 

I 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  [ 

L _ I 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  1054  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


ASBESTOS  CONTENT 


Chrysot i le 

54 

Amosite 

/- 

Croc idol it e 

% 

T  r  erno  1  i  t  e 

54 

Act inol ite 

54 

Arithophy  1 1  ite 

•/- 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 


1 fersar  Lsibosvrfipries  ,NC 


j  Sample  #: ASB90— 16340 

i _ 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESIDIO 
SO 15  . 3 1 2. 

R.  L.  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  —  032 


Matrix  :  BULK 


DATES: 

- - —  Received:  11/15/90  Collected:  11/00/90  Reported:  11/21/90 

LOCATION  : 


t 

i 

i 

i 

i 

GROSS  DESCRIPTION  :  Friable  CXI 

Fibrous  CXI  Homogenous  C  1 

COLOR/APPEARANCE  :  TAN/GRAY 

ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS  CONTENT 

, 

Chrysotiie  20—25  % 

CCELLULOSE  1  5-10 

% 

Amosite  % 

CFIBROUS  GLASS  I 

% 

Crocidolite  % 

C SYNTH.  POLYMER  I 

% 

T  remo 1 i t  e  % 

C  I 

% 

Act i no 1 i t  e  % 

C  1 

A 

Anthophy  1 1  ite  7- 

NDN-ASBESTOS/NON-FIBRQUS  CONTENT 

CBIND.  MATERIAL  I  60-65 

'A 

f 

}  TOTAL  PERCENT  ASBESTOS:  20- 

i 

-25 

1 

rnMivICMTC  -  .  . 

z 

1 

a 

ii 

NONE  DETECTED 

TRACE  =  LESS  THAN 

1  % 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  raicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/  —  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Lsihomiwies 


Sample  # : ASB90— 1 634 1  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .  312- 

Client  :  R.L.  STOLLAR 


Batch  tt  :  3 


Field  Sample  #:  CGA  —  033 


Matrix  :  BULK 


DATES: 


Received:  11/15/90  Collected:  11/08/90 


Reported:  11/E1/90 


LOCATION 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  TON 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 
Omosite 
Crocidol ite 
T  r  erno  1  i  t  e 
Act i nol ite 
Onthophy 1 1 ite 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


COMMENTS: 


CCELLULOSE  3  25-30  * 

CFIBROUS  GLASS  3  40-45  * 

CSYNTH-  POLYMER  3  * 

C  3  ■/- 

C  3  * 

NON-OSBESTOS/NON-FIBROUS  CONTENT 

CBIND-  MATERIAL  3  20-25  * 


N.D.  =  NONE  DETECTED 


TRACE 


LESS  THAN  1  * 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— 62— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


j  Sample 

!. . . . . 


#  :  ASB90- 16342 


BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESIDIO 
6015  .312. 

R.L.  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  -  034  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  YELLOW 


NON-ASBESTOS/FIBROUS  CONTENT 


CCELLULQSE  3  * 

CFIBROUS  GLASS  3  95-100  % 

LSYNTH.  POLYMER  3  % 

11% 

C  J  % 

NON— ASBESTOS/NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  3  % 

l  - - i 

j  TOTAL  PERCENT  ASBESTOS:  N.  D.  % | 


r—  COMMENTS: - , 

n 

i 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 


ASBESTOS  CONTENT 


Chrysot i le 

% 

Amosite 

% 

Crocidol ite 

% 

T  rerao 1 i t  e 

% 

Act i no 1 i t  e 

% 

Anthophy 1 1 ite 

•/- 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10t£  or  better.  Analysts  are  trained  by  McCrone  Research 
Inst itute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifemi*  I^rfwwviAw'iVs  ,wc. 


I 

I  Sample  # : AS890-1 6343 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESIDIO 
60 15  - 3 1 L. 

R. L.  STOLLAR 


Batch  k  ;  3 


Field  Sample  #:  CGA  —  035 


Matrix  :  BULK 


DOTES: 

- - -  Received:  11/15/90  Collected:  11/08/90  Reported:  11/B1/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  3  Fibrous  [  3  Homogenous  CX3 


COLGR/APPEORANCE  :  TAN 


ASBESTOS  CONTENT 


Chrysotile  A 
Arnosite  /- 
Crocidolite  A- 
Tremolite  A- 
Octinolite  A- 
Anthophyl 1 ite  A 


i  ~  i 

| TOTAL  PERCENT  ASBESTOS:  N.  D.  A j 

i _ ; _ i 

j—  COMMENTS: - 

l 

N.  D.  =  NONE  DETECTED 


NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  3  /. 
CFIBROUS  GLASS  3  A 
CSYNTH.  POLYMER  3  * 
[  3  A 
[  3  -/. 


NON— ASBESTOS/NON— FIBROUS  CONTENT 


[BIND.  MATERIAL  3  95-100  * 


TRACE  =  LESS  THAN  1  A  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopist s,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10A  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— Q£— OSO. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  ♦  1-800-283-7727 


Werssar  B^nborsrfories  ,NC. 


'  —  . i 

Sample  #: ASB90— 16344  j 

- - - _ _ i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/PRESIDIO 
6015  . 312. 

R. L-  STOLLAR 


Batch  #  :  3 


Field  Sample  #:  CGA  —  036D 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/21/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  C  J 


COLOR/APPEARANCE  :  OFF  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


CCELLULOSE  I  45-50  */- 

CFIBROUS  GLASS  I  * 

C SYNTH.  POLYMER  I  * 

C  I  ■/. 

C  J  % 

NON-ASBESTOS/NON-F IBROLJS  CONTENT 


Chrysot i le 

* 

Amosite 

* 

Crocidol i te 

* 

T  r emo 1 i t  e 

* 

Act inol ite 

* 

Ant hophy 1 1  ite 

* 

CBIND.  MATERIAL  I  45-50  * 

jTOTAL  PERCENT  ASBESTOS:  N.  D.  * 

r—  COMMENTS:  - 


|  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  * 

i _ i 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  raicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +  /  —  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EP’A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  I Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1 549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1  -800-283-7727 


\fersar  B^ilwevaiorics  ,NC 


Sample  #  :  ASB90-- 1 634^ 


LABORATORY  REPuRI  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/ PRESIDIO 
6010  .  3l8. 

R.  L.  STGLLAR 


Batch  4 


Field  Sample  tt:  CGA  -  037 


Matrix  :  BULK 


BOTES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/83/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

*| 

CCELLULDSE 

I 

35-40 

■/. 

Arnosite 

*  j 

CFIBROUS  GLASS 

I 

35—40 

X 

Croc idol i t e 

x 

C SYNTH.  POLYMER 

I 

X 

Trernol  ite 

* 

C 

I 

X- 

Act inol ite 

*j 

c 

I 

-x 

Anthophy 1 1 ite 

*1 

NON- A3BEST05/N0N— FIBROUS  CONTENT 


CBIND.  MATERIAL  I  15-80  X 

j TOTAL  PERCENT  ASBESTOS:  N.  B.  X j 

L _ 1 _ _ _ _ _ i 

■ —  COMMENTS  :  - - - - 

I  l 

j  N.  B.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  X  j 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOX  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EF'A— 600/M4— 88— 080. 

Marcie  I Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


I 


i" . 

j  Sample 


# : ASB90— 1 S34S  j 

- - i 


LABORATORY  fttPuRT  -  BULK  ASBESTOS  ANALYSIS 


Site  -  I  t.PS/  PRES  I D I O 

Project  Number  :  SO  1 5  .  312.  Batch  It  :  4 

Client  :  R. L.  STOLLAR 


Field  barnple  # :  CGA  —  03B 

Matrix  :  BULK 

BATES: 

-  Received:  11/15/90 

.  Collected:  11/08/90  Reported:  11/23/90 

LOCATION  : 

i 

i 

i 

j 

GROSS  DESCRIPTION  :  Friable  C  3 

Fibrous  C  3  Homogenous  CX3 

COLOR/ApPEARANCE  :  BROWN 

ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS  CONTENT 

I 

j  Chrysot i le 

*j 

CCELLULOSE  3  -/- 

j  Arnosite 

‘/-i 

CFIBROUS  GLASS  3  * 

J  Croc idol ite 

-/. 

CSYNTH.  POLYMER  3  % 

|  Tr enrol  ite 

*i 

C  3  % 

j  Act inol ite 

-/-! 

C  3  % 

! Anthophy 1 1 ite 

1 

1  .  . -  .....  _  ...  . 

*  ! 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

CBIND.  MATERIAL  3  95-100  ‘/- 

j TOTAL  PERCENT  ASBESTOS: 

N. 

D. 

j 

* 

.  1 

rnwiMCMT'-'  -  .  . .  .  . . .  .  ...  _ 

j—  W  JL.IM  1  U  - 

1 

{ 

IN.B.  =  NONE  DETECTED 

TRACE  =  LESS  THAN  1  %  j 

. . . _l 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +  /  —  10^  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager'  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  ♦  1-800-283-7727 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

*! 

f CELLULOSE 

3  TRACE 

% 

Aniosite 

CFIBROUS  GLASS 

3 

•/. 

Crocidol ite 

* 

CSYNTH.  POLYMER 

3 

*/- 

T  r  erno  1  i  t  e 

* 

C 

3 

*/- 

Act inol ite 
Anthophy 1 1 ite 

*1 

"/■I 

C 

3 

% 

NON— ASBESTOS/NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  % 

(  .... 

]  TOTAL  PERCENT  ASBESTOS:  N.  D.  %\ 

L _ _ _ J 

p—  COMMENTS: - - - - - - - - - - -j 

I  I 

|  N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  '/-  } 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPO— 600/M4— 02— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


t_  A  B  O RAT  l  J  R  Y  f-:  hr  P  URT 


j  Sample  # : ASt<90- 1 6348  j 
-  BULK  ASBESTOS  ANALYSIS 


Site  : 

3  EPS/PRES i D i u 

P  r o j  e c  t  Number  : 

bO  l  J  •  «j1c. 

C 1 i ent  : 

R. L.  STOLL AR 

Field  Sample  £: 

CGA  -  040 A 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90 


Batch  li  :  4 


Matrix  :  BULK 


Reported:  11/23/90 


LOCATION  : 


j" 

i 

I 

i 


i 

i 

i 


GRuSS  DtSCRIPTIQN  :  Friable  C  3  Fibrous  C  3  Homogenous  CXI 


COLOR /APPEARANCE  :  BROWN 


NON-ASBESTOS/FIBROUS  CONTENT 


ECELLULOSE  3  TRACE  % 

CF  IB  ROUS  GLASS  3  -/. 

C SYNTH.  POLYMER  3  % 

C  3  * 

C  3  •/- 

NON-ASBESTOS/NON-F I B ROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  % 


j —  COMMENTS:  - - - - — — j 

{SHEET  VINYL  | 

| N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation'  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EF'A— GOO/M4— 82— 020. 


ASBESTOS  CONTENT 


Chrysotile  '/- 
Amosite  % 
Crocidolite  % 
Tremolite  % 
Actinolite  % 
Anthophyl  1  ite  '/• 


|  TOTAL  PERCENT  ASBESTOS:  N-  D.  %j 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


WerasM  JL  ssh  oa'ntwies  INC. 


|  Sample  11  :  ASE<90-  1  £348  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


3  ite  :  TEPS / PRESIDIO 

Project  Number  :  £015  .312.  Batch  il  :  4 

Client  :  R.  L.  STOLLAR 


Field  Sample  tt :  CGA  —  040B  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  ll/GB/90  Reported:  11/23/90 

LOCATION  : 

r .  .  .  ~  ~  "  .  .  1 

l  l 

I  ! 

I  I 

I  I 

l _ , _ _ _ _ _ _ — - - 1 

GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE  :  YELLOW 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


i 

Chrysot i le 

% 

CCELLUL03E  3 

1-5 

% 

Amosite 

*/- 

CFIBROUS  GLASS  3 

% 

Croc idol ite 

% 

CSYNTH.  POLYMER  3 

% 

Trernol ite 

% 

C WOLLASTON ITE  3 

1-5 

% 

Act inol ite 

*| 

C  3 

% 

Anthophy 1 1 ite 

*j 

NON-ASBESTOS/NON-F I BROUS 

CONTENT 

CBIND.  MATERIAL  3  85-90  "a 

f  ~  '  -j 

{TOTAL  PERCENT  ASBESTOS:  N.  D.  f- 1 

j—  COMMENTS : - — - - - - - 

| MAST I C  J 

j  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  | 

l _ _ _ _ _ _ _ j 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +  /  —  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/ M4— 82— 020. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


•aes 


Samp  I  e  #  :  ASB90-  i  G549 


.ABGRATURY  I <1 .  PUR  1 


i.'ULK  ASBESTOS  ANhLYj  1  S 


S  i  t  e 

Project  Number 
C  1  i ent 


TCPS/PRES1 Dlu 

tj  0  1  Zj  -Oiir’- 

R. L-  STGLLAR 


Batch  4:4 


Field  Sample  4:  CGA  —  041 


Matrix  :  BULK 


DATES: 


Received:  11/ 15/SO  Collected:  ll/0fl/S0 


Reported:  11/23/90 


LUCA l ION  : 


GROSS  DESCRIPTION  : 


Friable  C  3  Fibrous  C  3  Homogenous  1X3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


NON-ASBESTOS/F I BROUS  CONTENT 


Chrysot i le 
Amosite 
Croc idol ite 
Trernol  ite 
Act inol ite 
Anthophyl 1 ite 


CCELLULOSE  3  TRACE  % 

IF I BROUS  GLASS  J  */- 

CSYNTH.  POLYMER  3  % 

C  3  '/- 

1  3  ■/- 

NON— ASBESTOS/NON— F I BROUS  CONTE 

CBIND-  MATERIAL  3  95-100  % 


TOTAL  PERCENT  ASBESTOS: 


N.  D. 


COMMENTS : 


!  N.  D. 


NONE  DETECTED 


TRACE  =  LESS  THAN  1  */  I 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates-  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  I _ Wilson 

Asbestos  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


L  A BfJ  RH  TORY  REPO  R  T 


Werssir  B^ahoratories 


INC. 


j  Sample  41 :  ASbSO- 1  6350  j 
-  BULK  asbestos  analysis 


S  ite  : 

TE  PS/ 

PRESIDIO 

Project  Number  : 

60  1 5 

.  3 IE. 

Batch  it  :  4 

C 1 l ent  : 

R.  L. 

ST DLL A R 

Field  Sample  ft: 

CGA  - 

042 

Matrix  :  BULK 

DATES : 

Received:  11/15/90  Collected:  11/08/90  Reported:  11/23/90 


LOCATION  : 


! 

i 

l 

I 


GROSS  DESCRIPTION  ;  Friable  CX3  Fibrous  CX3  Homogenous  CX] 


COLOR/APPEARANCE  :  PINK 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


j Chrysot i  le 

7-  i 

CCELLULOSE 

3 

TRACE 

% 

j  Amos ite 

-/.j 

CFI8RQUS  GLASS 

3 

95-100 

% 

j  Croc idol ite 

*1 

CSYNTH.  POLYMER 

3 

% 

j Tr emo 1 i t  e 

•/-I 

C 

3 

% 

j  Act inol ite 

* 

L 

3 

■/- 

j  Anthophy 1 1 i te 

*! 

I 

NON— ASBESTOS/NON— F I BROUS  CONTENT 

CBIND.  MATERIAL 

3 

-/- 

I  _  _  _  _  I 

j  lOTAL  PERL'ENl  ASBESTOS:  N.  D.  7-j 

i _ - - - - - - - J 

r~  COMMENTS  : - -j 

I  1 

i  i 

j  N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/  —  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  I —  Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  ♦  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Site  : 
Project  Number  : 

C 1 i ent  : 

TEAS. 

GO  X  5 

R.  L. 

'PRESIDIO 

.312. 

STOLLAR 

Batch  ft  :  4 

Field  Sample  ft: 

CGA 

-  043 

Matrix  :  BULK 

DATES: 

-  Received:  11/15/30  Collected:  li/Ofl/SO  Reported:  11/23/90 


LOCATION  : 


l 

I 

I 

GROSS  DESCRIPTION  :  Friable  [  ]  Fibrous  C  3  Homogenous  CX3 

COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 

C CELLULOSE  3  TRACE  % 
CFIBROUS  GLASS  3  % 
CSYNTH.  POLYMER  3  * 
C  1  % 


NON— ASBESTOS /NON— FIBROUS  CONTENT 


Chrysot i le 
Amosite 
Croc idol ite 
T  re mo 1 i t  e 
Act inol ite 
Anthophyl 1 ite 


CBIND.  MATERIAL  3  35-100  * 

j  TOTAL  PERCENT  ASBESTOS:  N.  D.  */- j 

j—  COMMENTS: - — - -j 

j FLOOR  TILE  j 

j  N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— S£— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


waasir 


S  tSihowitvHes  ,NC 


•J  Sample  H  :  ASB90 -  16352 


I 

i 

I 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C'l  lent 


TEPS/ PRESIDIO 
60 1 5  -  310. 

R. L.  STOLL AR 


Field  Sample  tt:  CGA  —  044 


DATES : 

— . - . .  Received:  11/15/90  Collected 


Batch  #  :  4 


Matrix  :  BULK 


11/08/90  Reported:  11/03/90 


LOCATION  : 


r . . . . . .  . . . ~ .  ' . .  '  '  1 

i 

J 
I 
l 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  C  J  Homogenous  CX3 


COLOR /APPEARANCE  :  WHITE 


I 

i 

I 

L._. 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


I 

j  Chrysot  i  le  % 


Arnos  ite  % 

Crocidolite  % 

Tremoiite  % 

Act  indite  % 

Anthophy  1 1  i  te  % 

_ _ _ j 


C  CELLULOSE  3  -/. 

CFIBROUS  GLASS  3  % 

C SYNTH.  POLYMER  3  % 

C  J  * 

C  3  ■/- 


NON-ASBESTOS/NON-FI BROUS  CONTENT 


CBIND.  MATERIAL  3  95-100  % 


j  TOTAL  PERCENT  ASBESTOS:  N.  D.  % j 

• —  COMMENTS:  - - - j 

j  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  I Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 
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R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


Samplo  Date: 
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Site  Typo:  Sito  Identification: 

BLDG  CGA-040 


Sample  Technique: 
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L 
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ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 
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Site  Typo: 

Site  Identification: 
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CGA-041 

Analysis  Required 


a 


Container 


m 


GiogJ? 


Preservative/Remarks 


plastic  bags 


inquished  by:  (Signature) 


nquished  by:  (Signature) 


nquished  by:  (Signature) 


Date/Time 
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Date/Time 
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Sample  # : ASB90- 1 6365 


j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  ff  :  5 

Client  :  R. L.  STOLLAR 

Field  Sample  #:  CGA  -  057  Matrix  :  BULK 


-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXI  Homogenous  CXI 

COLOR/APPEARANCE  :  GRAY 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

'/- 

CCELLULOSE 

3 

1-5 

y 

Amosite 

% 

CFIBROUS  GLASS 

3 

y 

Crocidol ite 

Y. 

ESYNTH.  POLYMER 

3 

y 

Trernol  ite 

% 

CHAIR 

3 

10-15 

y 

Act inol ite 

* 

C 

3 

y 

Anthophyl I ite 

% 

NON-ASBESTOS/NON-FI BROUS  CONTENT 

CBIND.  MATERIAL  3  75-80  /- 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  105C  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  «  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fcrsar  Buiilwsitwies  ,NC 
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LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRES I D 10 

Project  Number  :  6015  .312.  Batch  H  :  5 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  058  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  BROWN 


NON-ASBESTOS/FIBROUS  CONTENT 


ECELLULOSE  3  90-95  /- 
CFIBROUS  GLASS  3  A 
CSYNTH.  POLYMER  3  A 
C  3  A 
C  3  A 

NON— ASBESTOS/NON— F I BROUS  CONTENT 


CBIND.  MATERIAL  31-5  A 


TOTAL  PERCENT  ASBESTOS:  N. D.  * 


r—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


ASBESTOS  CONTENT 


Chrysotile  A 
flmosite  A 
Croc idolite  A 
Tremolite  A 
Actinolite  A 
Anthophy 1 1 i te  A 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10^  or  better.  Analysts  are  trained  by  MeCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EP'A— 600/M4— 82— 020. 


Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 
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LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  -31£-  Batch  tt  :  5 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  059 

Matrix  :  BULK 

DATES: 

-  Received:  11/15/90 

Collected:  11/09/90 

Reported:  11/E6/90 

LOCATION  : 

GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  IX]  Homogenous  CXI 

COLOR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 6O0/M4— BE— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


Sample  : ASB90— 1 6367 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 
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Sample  # : ASB90- 1 6366  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  H  :  5 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  060  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  tX3  Fibrous  [X3  Homogenous  [X3 


COLOR/APPEARANCE  :  GRAY 


ASBESTOS  CONTENT 


NON— ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  31-5  % 

CFIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  -/ 

[HAIR  3  10-15  % 

[  3  V- 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  3  75-60  % 


TOTAL  PERCENT  ASBESTOS:  N.  D.  /- j 


Chrysot i le 

* 

Amosite 

% 

Crocidol ite 

% 

T  rerno  1  i  t  e 

% 

Act inol ite 

% 

Anthophy 1 1 ite 

-/ 

r—  COMMENTS: - j 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  | 

_ : _ J 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10^  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  «  1-800-283-7727 
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j  Sample  44  :  ASBuO- 16369  j 
LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRLS I D I O 

Project  Number  :  6015  -3i2.  Batch  44  :  6 

Client  :  R. L.  STOLLAR 


Field  Sample  44; :  CGA  —  061 

Mat  r  i 

x  :  BULK 

DATES: 

-  Received:  11/15/90 

LOCATION  : 

Collected:  11/09/90 

Reported : 

11/27/90 

i 

I 

l 

i 

L. 

'  I 

1 

1 

j 

GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  EX]  Homogenous  CX3 


COLOR/APPEARANCE  :  GRAY 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


C CELLULOSE  1  TRACE  * 
CFIBRuUS  GLASS  3  A 
C SYNTH.  POLYMER  3  ‘A 
CHOIR  3  5-10  A 
C  3  % 

NON— OSBESTOS/NON— FI BRuUS  CONTENT 


Chrysotile  A 
Omosite  A 
Crocidolite  A 
Trernolite  A 
Oct i no 1 i t  e  A 
Anthophy 1 1 i t e  A 

i _ 


[TOTAL  PERCENT  ASBESTOS:  N.  D.  A-  j 

1 _ j 

r-  COMMENTS:  - : — 

i 

J  N.  D.  =  NONE  DETECTED 


LBIND.  MATERIAL  1  85-90  '/- 


TRACE 


LESS  THAN  1  A 


1 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10/4  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— S£— OSO. 


Marcie  1 Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmvtf*  Bsiiborntories  <NC 


Samp  i  e  it :  ASB90—  1 t>370  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESI DIO 
00 15  .312. 

R. L.  STQLLAR 


Batch  #  :  6 


Field  Sample  #:  CGA  -  062  Matrix  :  BULK 

DATES: 

-  Received:  11/15/SO  Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXJ  Homogenous  l_XT 


COLOR/APPEARANCE  :  PALE  YELLOW 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

* 

Amos i t  e 

A 

Crocidol i te 

A 

T  r  erno  1  i  t  e 

A 

Act i no 1 i t  e 

A 

Anthophy 1 1 ite 

■A 

C CELLULOSE  1  TRACE 

CFIBROUS  GLASS  1  95-iOO 
CSYNTH.  POLYMER  1 
C  1 

C  1 


* 

■/- 


* 

•A 


-/- 


NUN-ASBES  fuS/NON— FIBRuUS  CuN I EN I 


CBIND.  MATERIAL  1  A 

f  '  “  '  i 

(TOTAL  PERCENT  ASBESTOS:  N.  D.  *  j 

i _ _ _ i 

j—  COMMENTS:  - 

I 

I  N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analysed  by 

trained  microscopist s,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF‘A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— 82— 020. 


Marcie  I Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


j  Sample  #  :  ASB90-  1 637  1  j 

Wea'sw  Lsiboaviiories  m:  1 . . . - . — . - . - . 1 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

S  1 1  e  :  T EPS  /’PRES  1  D  1  O 

Project  Number  :  6015  .  3i£-  Batch  if  :  6 

Client  :  R.  L-  STOLLAR 

Field  Sample  #:  CGA  —  063  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/87/90 

LOCATION  : 

j  .  ~  — —  — 

i 

I 

I 

I 

GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXI  Homogenous  CXI 

COLOR/APPEARANCE  :  GRAY 


CBIND.  MATERIAL  3  £0-25  % 

f  r  ~  i 

j TuThL  PERLENi  ASBESTOS:  50-55  •/ j 

t _ j 

—  COMMENTS: - j 

I 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  -/-  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10/'-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— S£— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wen'SHB'  Lnbos'uiories  « 


j  Sample  11 :  ASBuO—  i  t>37£ 


LABORATORY  REPuRi  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEPS/PRES I D I 0 
6015  .312. 

R. L.  STGLLAR 


Battch  If  ;  6 


Field  Sample  #:  CGA  —  064  Matrix  :  BULK 


DATES: 

.  Received:  11/15/SO  Collected:  11/OS/SO  Reported:  11/27/SO 


LOCATION  : 


Fibrous  CX3  Homogenous  CXI 


GROSS  DESCRIPTION  :  Friable  CXI 


COLOR /APPEARANCE  :  WHITE/TAN 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

7- 

Crocidol ite 

% 

T  r  erno  1  i  t  e 

* 

Actinolite 

mA 

Anthophy 1 1 ite 

|  TOTAL  PERCENT  ASBESTOS:  N.  D. 

i _ 

—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED 


NON-ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  1-5  */ 

CFIBROUS  GLASS  3  85-90  /- 

CSYNTH.  POLYMER  3  % 

C  3  % 

:  3  ■/- 

NON— ASBESTOS/NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  3  1-5  */■ 


l 

I 

TRACE  =  LESS  THAN  1  -/-  | 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroseopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10"£  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4-S2— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersw  S^siborsiiories  ,NC 


j  Sample  44 : A3B90- 1 6 j73 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl i ent 


T  tF‘S  / P  RES  I D 1 0 
B0i5  .312. 
R-L.  STOLLAR 


Batch  41  :  6 


l-ield  Sample  44:  CGA  —  OSS 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 


L _ i 

GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  C  I  Homogenous  C  I  • 


COLOR/APPEARANCE  :  WHITE/OFF  WHITE 


NON— ASBESTOS/F IBRQUS  CONTENT 


ECELLULOSE  I  TRACE  * 
CFIBROUS  GLASS  J  7 
C SYNTH.  POLYMER  I  7 
C  1  -/- 
C  I  -/- 

NON-ASBESTOS /NON-F I BROUS  CONTENT 


CBIND.  MATERIAL  3  90-95  7- 


j TOTAL  PERCENT  ASBESTOS:  1-5  7 j 

I _ _ _ i 

- : 

I 

TRACE  =  LESS  THAN  1  7  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  107  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— SOO/M4— 82— 020. 


—  COMMENTS :  - 

N. D.  =  NONE  DETECTED 


AhBEb l OS  CUNTEN I 


r 

j  Chryso't  lie  1  -5 

7. 

Arnosite 

7 

Crocidol i te 

7 

T  r  erno  1  i  t  e 

7 

Act inol ite 

7 

Anthophy 1 I i te 

7 

Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  «  1-800-283-7727 


1  _  _  I 

I  Sample  ft  :  ASB'rTO—  i S3 74  j 

\fersar  Lsibwstiories  ,NC 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESIDIO 
60 IS  .  312- 
R. L.  STOLLAR 


Batch  it  :  6 


Field  Sample  # :  CGA  -  066 


Matrix  ;  BULK 


DATES : 

-  Received:  11/15/90  Collected:  11/09/90  Reported;  11/27/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CXI 


COLOR/APPEARANCE  :  GRAY 


NON— ASBESTOS/F I BROUS  CONTENT 


CCELLULOSE  3  35-40  ?: 

CF I BROUS  GLASS  j  % 

CSYNTH.  POLYMER  3  7- 

C  3  -X 

C  3  /- 

NON— ASBESTOS /NON— FIBROUS  CONTENT 


CBiND.  MATERIAL  3  £b-SO  /- 


j  TOTAL  PERCENT  ASBESTOS:  25-30  'a  j 

t _ i 

j—  COMMENTS: - j 

j  ' 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  '/-  j 


ASBESTOS  CONTENT 


Chrysotile  £5—30  7- 
Amos  i  t  e  7- 
Croc idolite  % 
T  remo 1 i t  e  X 
Actinolite  % 
Anthophy I 1 ite  7- j 


DESCRIF'TION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10V-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  1 Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmw  B^alwrsstories  m: 


Sample  tt : ASB90- 1 6375 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


TEAS /PRES I D I 0 
60  i  5  .old. 

R.  i _ STOLL A R 


Batch  it  :  fc> 


Field  Sample  tt :  CGA  —  067  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CXI 


COLOR/APPEARANCE  :  GRAY 


NON— ASBESTOS /FI B ROUS  CONTENT 


CCELLULOSE  3  35-40  -/ 

CF  IB  ROUS  GLASS  3  -/- 

CSYNTH.  POLYMER  3  -/- 

C  3  /- 

C  1  % 

NON-ASBESTOS/ NON-FIB ROUS  CONTENT 


CBIND.  MATERIAL  3  25-30  '/- 


]  TOTAL  PERCENT  ASBESTOS:  25-30  Y- j 


j—  COMMENTS : - - - 

I 

i  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


ASBESTOS  CONTENT 


Chrysotile  25-30  ‘A 
flmosite  ‘A 
Crocidolite  Y~ 
Trernolite  Y- 
Actinolite  % 
Anthophy i 1 ite  'A 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/  —  iOX.  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 6C0/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  ♦  1-800-283-7727 


\fersar  S^siboB'sitoriesi  ,nC. 


Sample  #  :  ASB90—  1 6376 


LABORATORY  REPORT  -  BULK  ASBES3QS  ANALYSIS 


Site  :  TEPS/PEE3 I D 10 

Project  Number  :  6015  .312.  Batch  It  :  6 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  —  068 

Matrix  :  BULK 

DATES: 

Received:  11/15/90 

Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 

— 

— 

1 

1 

1 

) 

GROSS  DESCRIPTION  :  Friable  CXI 

Fibrous  CX3  Homogenous  CXI 

COLOR/APPEARANCE  :  YELLOW 

ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS  CONTENT 

Chrysot i le 

7- 

C CELLULOSE  3  TRACE  % 

Amosite 

-/. 

CFIBROUS  GLOSS  3  95-100  A 

Croc idol i te 

•A 

C SYNTH.  POLYMER  3  % 

Tremol ite 

* 

C  3  % 

Act inol ite 

* 

C  3  % 

Anthophy 1 1 ite 

% 

NON— ASBESTOS/NON— FIBROUS  CONTENT 

CBIND.  MATERIAL  3  % 

r 

TOTAL  PERCENT  ASBESTOS: 

N. 

D. 

1 

*1 

j 

N.  D.  = 

NONE  DETECTED 

TRACE  =  LESS  THAN  1  %  \ 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  mieroseopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +  /  —  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 62— 020. 


Marcie  L.  Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fer$nr  B^siboraioM'ies  ,NC 


j  Sample  4  :ASB90—  ifc.377  j 

i _ _ _ _ _ ..... _ _ _ _ _ i 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  (  EPS / p RES  I  Li  I O 

Project  Number-  :  60 1 5  .312.  Batch  H  :  6 

Client  :  R.L.  STOLLAE 


Field  Sample  #:  CGA  —  069 

Matrix  :  BULK 

DATES : 

-  Received:  11/15/90 

Collected:  11/09/90 

Reported:  11/27/90 

LOCATION  : 

r  .  ~  ~  ~  ~  “  -  "  '  ~ . ~ .  .  i 

i  < 

i  i 


L 


GROSS  DESCRIPTION  :  Friable  CXI 

COLOR/ APPEARANCE  :  PINK 

ASBESTOS  CONTENT 

Fibrous  CXI  Homogenous  CXI 

NON-ASBESTOS/FIBROUS  CONTENT 

Chrysot i le 

•/- 

C CELLULOSE  I  TRACE  % 

Amosite 

% 

CFIBROUS  GLASS  I  90-95  % 

Crocidol ite 

% 

CSYNTH-  POLYMER  I  */ 

T  r  erno  1  i  t  e 

-/- 

C  I  'A 

Act inol ite 

C  3  7- 

Anthophyl 1 ite 

A  | 

i 

NON-ASBESTOS/NON-FI BROUS  CONTENT 

CBIND.  MATERIAL  I  1-5  i- 

f 

|  TOTAL  PERCENT  ASBESTOS: 

N. 

D. 

i 

rfihlMCMTC-  _ . -  .  _ 

N.  D.  = 

NONE  DETECTED 

TRACE  =  LESS  THAN  1  A 

_____  .  .  _ . . . . . . . .  j 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/  —  1074  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


r 


B^saborsiiorivs  ,Nc 


Sample  tt  :ASByO-lG37B 


i 


.1 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEF'S/'PRtS  I  DIO 
Project  Number  :  8015  .312. 

Client  :  R. L-  STOLLAR 


Batch  tt  :  G 


Tield  Sample  # :  CGA  —  07GD  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  CXI 

COLOR/ APPEARANCE  :  PINK 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


1 

1 

Chrysot i le 

% 

CCELLULOSE 

I  TRACE 

% 

1 

Amosite 

% 

CFIBROUS  GLASS 

1  90-95 

% 

Croc idol i te 

% 

CSYNTH.  POLYMER 

I 

% 

i 

Trernolite 

% 

C 

3 

% 

j 

Act inol ite 

% 

C 

1 

% 

Anthophy 1  Lite 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

CBIND.  MATERIAL 

3  1—5 

% 

( 

j  TOTAL  f 

i _ 

PERCENT  ASBESTOS: 

N. 

D.  -/-j 

-J 

r—  COMMENTS: - j 

I  I 

j  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  j 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersni*  Lsihorntortcs 


SAMPLE  # : ASB91-  6013 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  9 


Field  Sample  #:  CGA  -  088 


Matrix  :  BULK 


DATES : 

-  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X] 

COLOR/ APPEARANCE  :  TAN  &  WHITE 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

Fibrous  [X]  Homogenous  [  ] 


NON-ASBESTOS/ FIBROUS  CONTENT 


[CELLULOSE  ]  TRACE  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[HAIR  ]  1-5  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


[BIND.  MATERIAL  ]  90-95  % 


t—  COMMENTS: 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wersar  Laboratories  ,NC 


SAMPLE  # : ASB9 1-  6014 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 

Batch  #  :  9 

Field  Sample  #:  CGA  -  089 

Matrix  :  BULK 

DATES : 

-  Received:  04/10/91  Collected:  04/04/91 

Reported:  04/22/91 

LOCATION  .: 

GROSS  DESCRIPTION  :  Friable  [X] 

COLOR/ APPEARANCE  :  TAN  &  WHITE 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

Fibrous  [X]  Homogenous  [  ] 


NON-ASBESTOS /FIBROUS  CONTENT 


[CELLULOSE  ]  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[HAIR  ]  1-5  % 

t  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


[BIND.  MATERIAL  ]  90-95  % 


COMMENTS : 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T.A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center .  P.  O.  Box  1549  .  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories  INC. 


SAMPLE  # : ASB9 1-  6015 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 

Batch  #  :  9 

Field  Sample  #:  CGA  -  090 

Matrix  :  BULK 

DATES : 

-  Received:  04/10/91  Collected:  04/04/91 

Reported:  04/22/91 

LOCATION  : 

GROSS  DESCRIPTION  :  Friable  [X] 

COLOR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

Fibrous  [X]  Homogenous  [X] 


NON-ASBESTOS/ FIBROUS  CONTENT 


[CELLULOSE  ]  5-10  % 
[FIBROUS  GLASS  ]  % 
[SYNTH.  POLYMER  ]  % 
[  ]  % 
[  ]  % 


NON-ASBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


[BIND.  MATERIAL  ]  85-90  % 


r—  COMMENTS: 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Afersar  Laboratories  ,NC. 


SAMPLE  #: ASB91-  6016 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  9 


Field  Sample  #:  CGA  -  091 


Matrix  :  BULK 


DATES : 

-  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X] 

COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


Chrysotile  1-5 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

Fibrous  [X]  Homogenous  [  ] 


NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  ]  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[HAIR  ]  TRACE  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  1-5 


[BIND.  MATERIAL  ]  90-95  % 


-  COMMENTS:  - - - 

CHRYSOTILE  DETECTED  IN  TAPING  COMPOUND 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories  ,NC. 


SAMPLE  # : ASB91-  6017 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  9 


Field  Sample  #:  CGA  -  092 


Matrix  :  BULK 


DATES : 

-  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  ] 

COLOR/ APPEARANCE  :  WHITE 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amos it e 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

Fibrous  [X]  Homogenous  [X] 


NON-ASBESTOS /FIBROUS  CONTENT 


[CELLULOSE  ]  TRACE  % 

[FIBROUS  GLASS  ]  1-5  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


[BIND.  MATERIAL  ]  90-95  % 


COMMENTS : 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


★ 


★ 


★ 

* 


* 


* 


N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

Lab  measurements  and  supporting  documentation  are  available  upon  request. 
This  report  relates  only  to  items  tested. 

This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersar  Laboratories  me 

NVLAP  Accreditation  #  1122 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  #  :  9 

Client  :  R.L.  STOLLAR 


SAMPLE  # : ASB9 1-  6018 


Field  Sample  #:  CGA  -  093  Matrix  :  BULK 

DATES:  .  ‘ 

-  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  ]  Fibrous  [  ]  Homogenous  [X] 

COLOR/ APPEARANCE  :  BURNT  ORANGE 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


r—  COMMENTS: 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 

40  CFR  Part  763  App.  A  to  Subpart  F 

*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

NON-ASBESTOS/ FIBROUS  CONTENT 


[CELLULOSE  ] 
[FIBROUS  GLASS  ] 
[SYNTH.  POLYMER  ] 

[  3 
[  ] 


1-5 


NON-ASBESTOS/NON-FIBROUS  CONTENT 
[BIND.  MATERIAL  ]  90-95  % 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Yersar  Laboratories 


NVLAP  Accreditation  #  1122 


SAMPLE  # : ASB91-  6019 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Field  Sample  #:  CGA  -  094 


Batch  #  :  9 


Matrix  : 


DATES : 


Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 


LOCATION 


GROSS  DESCRIPTION  :  Friable  [X] 

COLOR/ APPEARANCE  :  TAN 

ASBESTOS  CONTENT 


Fibrous  [X]  Homogenous  [  ] 


NON-ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

[BIND.  MATERIAL  ]  85-90  % 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


COMMENTS 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 

40  CFR  Part  763  App.  A  to  Subpart  F 

*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON 
NVLAP  Signatory 


T . A.  PERKINS 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

j  CHAIN-OF-CUSTODY  RECORD 


Sito  Identification: 

CGA-057 


Sample  Technique: 

QfA(5 


Preservative/Remarks 


Ohc£ 

P2503 

ASBESTOS  B 

plastic  bags 

i 


Relinquished  by:  (Signature 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


Date/Time 


Date/Time 


Rpipeived  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Airbill  Number 


qujijzig'Q 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

OCI 

TEPS/Presidlo 

703/1 

Sampler:  (Signature) 

hd-t  CUycun  cX 


Sample  Depth:  (ft) 

a/a 


Time 

Tag  No. 

Analysis  Required 

Container 

Site  Identification: 


Sample  Technique: 


Preservative/Remarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


t/77‘?s'7Ti 


Date/Time 

^  id  toys' 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

DCI 

TEPS/Presidlo 

yj  a 

1  ^  , 

Tag  No. 


Analysis  Required 


P2505  ASBESTOS  B 


Sample  Depth:  (It) 

A 


Container 


plastic  bags 


Preservative/Remarks 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


linquished  by:  (Signature) 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 

7^cL  G/: 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


U 1145 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Sample  Date:  Site  Type:  Site  Identification: 


iSfflllt 


Sample  Depth:  (ft)  Sample  Technique: 

tJ  A  fi/fM 


Container 


Preservative/Remarks 


Zo 

P2497 

ASBESTOS  B 

plastic  bags 

Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Z-/774S7K 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 


Site  Typo:  Site  Identification: 


y 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


linquished  by:  (Signature) 


Date/Time 

qm/Ms 

Received  by:  (Signature) 

M^jJl  Gy? 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Jrbill  Number 


qinjqsjtQ 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

\  CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 

DCI  TEPS/Presidlo 


Sample  Date: 


<7  03/3 


Site  Type: 

Site  Identification: 

BLDG 

CGA-062 

Time  Tag  No. 


Analysis  Required 


Sample  Depth:  (ft) 

MA 


Container 


Sample  Technique: 

ftfAS 


Preservatlve/Romarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Airbill  Number 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 
<£/ 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


ES9R 


45  ISC, 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


Sample  Date: 


Site  Typo:  Site  Identification: 


TEPS/Presidlo 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 

Airbill  Number 


Date/Time 

4  o 

Received  by:  (Siqnature) 

4eJl  6x 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Date/Time 


Received  by:  (Signature) 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


TEPS/Presidlo 


Sample  Date: 

%>J/3 


Site  Typo:  Site  Identification: 


Sampler?:  (Signature) 

(oJX  Qj^/CVy\ 


Time  I  Tag  No. 


J  BLDG 


Sample  Depth:  (ft) 

aM 


Container 


CGA-064 


Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Airbill  Number 


qu  7-74$ 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

j  CHAIN-OF-CUSTODY  RECORD 


Lab  ID: 
DCI 


Project  Name: 

Sample  Date: 

Site  Type: 

Site  Identification: 

TEPS/Presidlo 

^03/3 

BLDG 

CGA-065 

Analysis  Required 


flJA 


Container 


Preservative/Remarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


2^77^5"  7/6 


Date/Time 

W 


Date/Time 


Date/Tlme 


Date/Tlme 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

DCI 

TEPS/Presldlo 

9  oji* 

Site  Identification: 


Samplers:  (Signature) 


Date/Time 


Received  by:  (Signature) 


- -WT-c, - v^cwr - w ^ - 

Relinquished  by:  (Signature) 

— - - ^ - - - 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Airbill  Number  T14S7?(0 

FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

j  CHAIN-OF-CUSTODY  RECORD 


DCI 


Samplers:  (Signature) 


Project  Name: 

Sample  Date: 

Site  Typo: 

TEPS/Presldlo 

m 


om 


Time  Tag  No. 


Analysis  Required 


Sample  Depth:  (ft)  Sample  Technique: 


Container  Preservative/Remarks 


Received  by:  (Signature) 


Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

A.rbill  Number  ^  /  77^  ^ 

FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

I  CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


Sample  Date:  Site  Typo:  Site  Identification: 


TEPS/Presldlo 


IMfllTl 


103/5 


Sample  Depth:  (It)  Sample  Technique: 

A/fl  « 


Preservatlvo/Remarks 


Relinquished  by:  (Signature) 


MIMS 


Daie/Time 


Received  by:  (Signature) 

^6  cl 


Received  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time 


Received  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time 


Received  by:  (Signature) 


Airbill  Number 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

I  CHAIN-OF-CUSTOD  Y  RECORD 


j  Lab  ID: 

Project  Name: 

Sample  Date: 

Site  Type: 

DCI 

1  r*  i _ /o: 

TEPS/Presldio 

70  5/  5 

BLDG 

Silo  Identification: 


CGA-069 


Relinquished  by:  (Signature) 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 

-ej£  C 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTODY  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

Site  Typo: 

Site  Identification: 

DCI 

TEPS/Presldlo 

903/3 

BLDG 

CGA-070  0 

Samplers:  (Signature) 

hdi  CUju 


Time  Tag  No. 


Sample  Depth:  (ft)  I  Sample  Technique: 


Analysis  Required 


/JA 


Container 


Preservative/Remarks 
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Date/Time 
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Date/Time 
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R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID’  Project  Name: 

-eet—  te 


Reffnquishecfby:  Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time 
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R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 

__D©f— ■  TEPS/Prosldlo 


Sample  Date:  Site  Typo:  Sito  Idontification: 


Sample  Depth:  (It)  I  Sample  Technique: 


Relinquished  by;  (Signature) 


Date/Time 


*/M(  /  7a  o 


Received  by:  (Signature) 

~T%  FadzV 


Date/Time 


j  Recoiled  by  (Signature) 


Relinquished  by;  (Signature) 


Date/Time 


Received  by:  (Signature) 


Airbill  Number 
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R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


.  Lab  ID:  Project  Name: 

r-QQr — ‘  TEPS/Presidlo 


Sampler 


Sample  Date: 


Site  Typo:  Site  Identilication: 


4-hh  / 


1  CGA-091 


Sample  Depth:  (It)  Sample  Technique: 


Analysis  Required 


ASBESTOS  B 


Container 


Preservative/Remarks 


[Signature) 

Date/Time 
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Site  Typo:  Site  Identification: 


4/f/l/ 


BLDG  i _ CGA-093 


Sample  Depth:  (ft)  Sample  Technique: 


Analysis  Required 


P2530  ASBESTOS  B 
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Preservative/Remarks 


by:  (Signature) 


Reliftquishei^by:  (Signature) 
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Date/Time 
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Site  Type:  Site  Identification: 
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Sample  Depth:  (It)  Sample  Technique: 
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P2531  ASBESTOS  B 


Container 


Preservative/Remarks 
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Wersur  LsiboBwioB'ies  m: 


Sample  It  :  A8B90-  1 6354 


LABPRA i DRY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  T  L  P  s  /  P  i  £  S 1  u  1  u 

Project  Number  :  6015  .312.  Batch  41 

Client  :  R.  L.  S  HOLLAR 


Field  barnple  tt :  CGA  —  04GA  Matrix  :  BULK 


DATES: 

-  Received:  11/15/SO  Collected:  11/08/90  Reported:  11/23/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE  :  GRAY 


ASBESTOS  CONTENT 

NON— ASBEST0S/F IBR0US 

CONTENT 

Chrysotile  5-10 

i 

% 

C CELLULOSE  3 

% 

Amosite 

% 

CFIBR0US  GLASS  3 

% 

Croc idol it e 

% 

CSYNTH.  POLYMER  3 

% 

Tremol ite 

% 

C  3 

"A 

Act inol ite 

•/- 

E  3 

% 

Anthophyl 1 ite 

NGN-ASBES i US/NON-F IBROUS  CQNTEN I 

CBIND.  MATERIAL  3  85-90  7- 

r  i 

j  TOTAL  PERCENT  ASBESTOS:  5-10  %  j 

c _ i 

r-  COMMENTS:  - ] 

j FLOOR  TILE  j 

j  N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  %  { 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/  —  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EF'A  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EF'A— 600 /M4— 82—020. 

Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  1  Asbestos  Analyst 

6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


WeM'ssia*  Busiborsiiwies  ,NC. 


i  i 

j  Sample  If :  ASBSO—  1 6354  j 

I . . . . . . . ___ .  ; 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRESIDIO 

Project  Number  :  GO  IS  .312.  Batch  ft  :  4 

Client  :  R.L.  STOLLAR 

f-ieid  Sample  ft:  CGA  —  046B  Matrix  :  BULK 

DATES: 

. . —  Received:  11/15/SO  Collected:  11/OB/SO  Reported:  11/23/SO 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  1  Fibrous  C  3  Homogenous  CXI 

COLOR/APPEARANCE  :  BLACK 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysotile  5—10  A-  CCELLULOSE  3  1—5  A- 

Arnos ite  */-  CFIBROUS  GLASS  3  A 

Crocidolite  •/-  CSYNTH.  POLYMER  3  A 

Tremolite  'A  C  1  A 

Actinolite  A  C  1  A- 

i 

Anthophy  1 1  ite  'A  j 

l - - i  NON-ASBESTOS/NON-FI BROUS  CONTENT 


CBIND.  MATERIAL  3  60-85  A- 

j TOTAL  PERCENT  ASBESTOS:  5-10  A j 

p-  COMMENTS  : - - - 

j  MASTIC 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  A 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10'/  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 62— 020. 


Marcie  I Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center «  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Site  :  TEPS/PRESI  DIO 

Project  Number  :  6015  .312.  Batch  <!  :  4 

Client  :  hi.  L.  STuLL  OR 

Field  Sample  4* :  CCA  -  047  Matrix  :  BULK 

DOTES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/23/90 

LOCATION  : 


I  i 
I  I 
I  i 
i  I 
I  j 

GROSS  DESCRIPTION  :  Friable  CXj  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  YELLOW 


ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS 

CONTENT 

Chrysot i le 

, 

-/ 1 

CCELLULOSE 

: 

TRACE 

Amosite 

7-| 

CFIBROUS  GLASS 

3 

90-95  ■/- 

Croc idol ite 

CSYNTH.  POLYMER 

3 

•/- 

T  r emo 1 i t  e 

* 

C 

3 

Act inol ite 

*| 

c 

3 

Anthophy 1 1 ite 

*\ 

_ 1 

NON-ASBESTOS/NON-F 

IBROUS  CONTENT 

CBIND.  MATERIAL  3  i -5  •/- 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10'/-  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EF'A— 600/M4— 62— 020. 

Marcie  1 —  Wilson  R.  A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  ♦  1-800-283-7727 


Wersar  Laboratories  ,NC. 


i .  . . . . . . . . . . . i 

j  Sample  <1 :  ASE<30-  1 G35G  | 

i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 i ent 


T EPS /PRES I  BIO 
GO  i  5  _  J 1  c. 

R.  L.  STGLLAR 


Batch  41  :  4 


Field  Sample  14:  CSPi  —  048 


Matrix  :  BULK 


DATES: 

-  Received:  li/15/30  Collected:  11/08/30  Reported:  11/23/30 

LOCATION  : 


I 

l 

I 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  PINK 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysotile 
Amosite 
Croc idol ite 
Trernol  ite 
Act inoi ite 
Anthophy 1 i i te 


*\ 

*! 

*i 

7-  ! 

I 

-/.  i 


CCELLULOSE  I 
CFIBROUS  GLOSS  3 
CSYNTH.  POLYMER  3 
C  3 
C  3 


TRACE 

90-35 


•/. 

-/ 

% 

% 

•A 


NON— ASBESTOS/NON— FIBROUS  CONTENT 


f  " 

[TOTAL  PERCENT  ASBESTOS:  N.  D. 


COMMENTS 


!  N. D.  =  NONE  DETECTED 


-/- 1 
l 

_ i 


CBIND.  MATERIAL  3  1-5 


A 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10 'A  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson 
Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


tavii' 


Sample  #: ASB90- 16357 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  it  :  5 


Field  Sample  #:  CGA  -  049  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  TAN 


NON-ASBESTOS/FIBROUS  CONTENT 

C CELLULOSE  31-5  * 

CFIBROUS  GLASS  3  75-80  •/- 

CSYNTH.  POLYMER  3  /- 

C  3  /- 

C  3  -/ 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


f 

[TOTAL  PERCENT  ASBESTOS:  1-5 

1 _ 

j—  COMMENTS:  - 

I 

j  N.  D.  =  NONE  DETECTED 
1 _ 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


CBIND.  MATERIAL  3  5  -10  * 


I 

y 

_ _ i 


i 

TRACE  =  LESS  THAN  1  *  j 

_ i 


ASBESTOS  CONTENT 


Chrysot i le 
Amosite 
Crocidol ite 
T  r  erno  1  i  t  e 
Act inol ite 
Anthophy 1 1 ite 


6850  Versar  Center  «  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wer&sig'  Lsibos'siiiwies 


Sample  #: ASB90- 16358 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R. L.  STOLLAR 


Batch  #  :  5 


Field  Sample  tt:  CGA  -  050 
DATES: 

-  Received:  11/15/90  Collected:  11/08/90 

LOCATION  : 


Matrix  :  BULK 


Reported:  11/26/90 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CX3  Homogenous  CXI 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED 


NON-ASBESTOS/FIBROUS  CONTENT 


C CELLULOSE  1  40-45  * 

CFIBROUS  GLOSS  ]  40-45  * 

CSYNTH.  POLYMER  1  % 

C  1  % 

C  1  % 

NON— ASBESTQS/NON— F I BROUS  CONTENT 


% 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersrn0  B^salwBwtories  INC 


Sample  tt : ASB90- 16359 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  : 
Project  Number  : 

Cl ient  : 

TEPS/PRESIDIO 

6015  .312. 

R. L.  STGLLAR 

Batch  tt  :  5 

Field  Sample  #: 

CGA  -  051 

Matrix  :  BULK 

DATES : 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 

LOCATION  : 

GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CXI 

COLOR/APPEARANCE  :  GRAY 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

* 

CC ELLULOSE 

1  TRACE 

A 

Amosite 

* 

CFIBROUS  GLASS 

3 

A 

Crocidol ite 

A 

CSYNTH.  POLYMER 

3 

A 

Tremol ite 

A 

C 

3 

A 

Act inol ite 

A 

C 

3 

A 

Anthophy 1 1  ite 

* 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

CBIND.  MATERIAL  3  95-100  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  107^  or  better.  Analysts  are  trained  by  MeCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determinat ion  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  1 Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  «  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


Sample  # : ASB90-16360  j 

_ _ _ i 


-  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/ PRESIDIO 
6015  .312. 

R. L.  STOLLAR 


Batch  #  :  5 


Field  Sample  #:  CGA  -  052A 


Matrix  :  BULK 


DATES : 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT 


Chrysot i le 

% 

Amos i t  e 

% 

Croc idol i te 

% 

Tremol ite 

* 

Act inol ite 

% 

Anthophyl 1 ite 

% 

TOTAL  PERCENT  ASBESTOS:  N. D.  * j 


<—  COMMENTS: 
DRYWALL 
N.  D. 


NON-ASBESTOS/FIBROUS  CONTENT 


CCELLULQSE  3  10-15  * 

CFIBROUS  GLASS  3  5  -10  % 

E SYNTH.  POLYMER  3  % 

C  3  % 

C  1  % 

NON— ASBESTOS/NON— F IBROUS  CONTENT 


CBIND.  MATERIAL  3  70-75  % 


TRACE  =  LESS  THAN  1  % 


NONE  DETECTED 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  mieroscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOli  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  i Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  «  1-800-283-7727 


Wcr&sir  LsihoBwioB'ies  ,NC 


Sample  # : ASB90- 1 6360 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  tt  :  5 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  052B  Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  [  3  Homogenous  CX3 


COLQR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

TRACE  * 

[CELLULOSE 

3  1-5  f- 

Amosite 

% 

[FIBROUS  GLASS 

3  % 

Crocidol ite 

% 

CSYNTH.  POLYMER 

3  % 

Trernol ite 

* 

[ 

3  -/ 

Act inol ite 

* 

[ 

3  % 

Anthophyl 1 ite 

* 

NON— ASBESTOS/ NON— FIBROUS  CONTENT 

[BIND.  MATERIAL  3  90-95  % 


p—  COMMENTS:  - 

JOINT  COMPOUND 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  105^  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Vmw  B^ilwrsiiories  INC. 


Sample  # : ASB90- 1636 1 

- - - : _ _ _ _ _ i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
C 1 ient 


TEPS/PRESIDIO 
60 15  .3 12. 

R. L.  STOLLAR 


Batch  11  :  5 


Field  Sample  #:  CGA  -  053 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X3  Fibrous  [X3  Homogenous  [X3 


COLOR/ APPEARANCE  :  BROUN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  3  05-90  % 

[FIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  % 

C  1  % 

C  3  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


Chrysot i le 

% 

Amosite 

% 

Crocidol ite 

* 

Tremol ite 

% 

Act inol ite 

% 

Anthophy 1 1 ite 

* 

[BIND.  MATERIAL  3  5  -10  % 


[TOTAL  PERCENT  ASBESTOS:  N. D. 

i _ 


% ! 


—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10/4  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersnr  B^iborsiiiwies  INC. 

— . . . 1 

Sample  tt : ASB90- 1 6362  j 

— . -  ..  _  _ _  _ 

LABORATORY  REPORT  - 

-  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRES I  DIO 

Project  Number  :  6015  .312. 

Client  :  R. L.  STOLLAR 

Batch  #  :  5 

Field  Sample  #:  CGA  -  054 

Matrix  :  BULK 

DATES : 

-  Received:  11/15/90  Collected:  11/08/90 

Reported:  11/26/90 

LOCATION  : 

GROSS  DESCRIPTION  :  Friable  CXU  Fibrous  CXI  Homogenous  CXI 


COLOR/APPEARANCE  :  BROWN 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


CBIND.  MATERIAL  1  5  -10  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  «  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


i^nborntwiesi 


Sample  #  :  ASB90—  1  63QL  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PEESIDIO 
Project  Number  :  0015  .312. 

Client  :  R. L.  STOLLAR 


Batch  II  :  7 


Field  Sample  # :  CGft  -  074D 


Matrix  :  BULK 


DATES: 


Received:  11/15/90  Collected:  11/13/90 


Reported:  11/23/90 


LOCATION  : 


GROSS  DESCRIPTION 


Friable  CXI  Fibrous  CX3  Homogenous  C  3 


COLOR/APPEARANCE  :  OFF-WHT/ YELLOW 


ASBESTOS  CONTENT 


TOTAL  PERCENT  ASBESTOS: 


COMMENTS : 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysotile  1—5 

*/- 

C CELLULOSE  3 

5-10 

% 

Amosite 

'/- 

CFIBROUS  GLASS  3 

1-5 

y 

Croc idol ite 

% 

ESYNTH.  POLYMER  3 

y 

Trernol ite 

y 

C  3 

•/. 

Act inol ite 

*\ 

C  3 

y- 

Anthophyllite 

y 

1 

i  NON— ASBESTOS/NON— F I BROUS 

CONTENT 

CBIND.  MATERIAL  3  75-80  % 


D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  IOtC  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— GOO/M4— 82— 020. 


Marcie  1 _ Wilson 

Asbestos  Lab  Manager 


R. A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  «  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Versar  Laboratories 

NVLAP  Accreditation  #  1122 

LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 

Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312.  Batch  #  :  9 

Client  :  R.L.  STOLLAR 


SAMPLE  # : ASB91-  6020 


Field  Sample  #:  CGA  -  095 


Matrix  :  BULK 


DATES : 

-  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


.GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 

COLOR/ APPEARANCE  :  WHITE 


ASBESTOS  CONTENT 


NON-ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

[CELLULOSE  ]  1-5  % 

[FIBROUS  GLASS  ]  1-5  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


- [BIND.  MATERIAL  ]  85-90  % 

TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

r—  COMMENTS:  - 

Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 

40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARCIE  WILSON  T.A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\ferssir  Laboratories  INC. 


SAMPLE  # : ASB91-  6021 


NVLAP  Accreditation  #  1122 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  9 


Field  Sample  #:  CGA  -  096 


Matrix  :  BULK 


DATES: 

- r -  Received:  04/10/91  Collected:  04/04/91  Reported:  04/22/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 

COLOR/APPEARANCE  :  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/ FIBROUS  CONTENT 


[CELLULOSE  ]  5-10  % 

[FIBROUS  GLASS  ]  1-5  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


[BIND.  MATERIAL  ]  80-85  % 


i—  COMMENTS: 


Method:  Polarized  Light  Microscopy/Dispersion  Staining  (PLM) 
40  CFR  Part  763  App.  A  to  Subpart  F 


*  N.D.  =  None  Detected  (Method  Detection  Limit  is  1%):  Trace  =  Less  1% 

*  If  sample  is  not  homogeneous,  separate  components  are  analyzed 
separately  and  a  single  result  is  reported. 

*  Lab  measurements  and  supporting  documentation  are  available  upon  request. 

*  This  report  relates  only  to  items  tested. 

*  This  report  must  not  be  used  to  claim  product  endorsement  by  NVLAP  or  any 
agency  of  the  U.S.  Government. 

*  Dust,  tile,  and  vinyl  may  contain  asbestos  fibers  that  cannot  be 
detected  with  PLM.  If  greater  certainty  concerning  asbestos  content  is 
desired,  electron  microscopy  or  XRD  is  recommended. 


MARC IE  WILSON  T. A.  PERKINS 

NVLAP  Signatory  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Sample  Date: 


Site  Typo:  Site  Identification; 


7031*-  bldg  CGA-046 


Sample  Depth:  (ft)  Sample  Technique: 

AV  A 


Date/Time 


Relinquished  by:  (Signature) 


Date/Time 


Received  by:  (Signature) 

^2 .cl  <S-V 


Received  by:  (Signature) 


Relinquished  by:  (Signature) 


1 


elinquished  by:  (Signature) 


■ 


Date/Time 


Date/Time 


Received  by:  (Signature) 


Received  by:  (Signature) 


[Airbill  Number 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Project  Name: 

Sample  Date: 

Site  Typo: 

Site  Identification: 

TEPS/Presldlo 

c)01\z- 

BLDG 

CGA-047 

mplersnfSiqnature)  ^ 

fjJi  CLU/(yyxJL- 


me 

Tag  No. 

Analysis  Required 

Container 

Sample  Depth:  (ft)  Sample  Technique: 

AM  Gne  AA 


Preservative/Remarks 


A  6 

P2220 

ASBESTOS  B 

plastic  bags 

¥ 


inquished  by:  (Signature) 

Date/Time 

inquished  by:  (Signature)  ( 

\ 

Date/Time 

inquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

fed  QyA 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


3illNumb9r 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

I  CHAIN-OF-CUSTODY  RECORD 


D: 

Project  Name: 

Sample  Date: 

Site  Type: 

Site  Identification: 

TEPS/Presldlo 

BLDG 

CGA-048 

Sample  Depth:  (ft)  Sample  Technique: 

a^a  &/eA^ 


Container  Preservative/Remarks 


F 

I 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


elinquished  by:  (Signature)  - 


Date/Time 


Date/Time 


Received  by:  (Signature) 

OuL  £■ 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Mirngf. 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

i  CHAIN-OF-CUSTODY  RECORD 


jg 

g;. 


D: 

Project  Name: 

Sample  Date: 

Site  Typo: 

Site  Identification: 

TEPS/Presldlo 

^051  2- 

BLDG 

CGA-050 

ampins:  (Signature) 


Sample  Depth:  (ft)  Sample  Technique: 


Tag  No. 

Analysis  Required 

Container 

Presorvatlve/Remarks 

P2223  ASBESTOS  B 


plastic  bags 


elinquished  by:  (Signature) 

uiM  CL^vzj^iob- 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


linquished  by:  (Signature) 


irbill  Number  ^2-/  114$  7K, 


DatwTime 


Date/Time 


Date/Time 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTOD  Y  RECORD 


D: 

Project  Name: 

Sample  Date: 

Site  Typo: 

Silo  Identification: 

TEPS/Presldlo 

^A3/Z_ 

BLDG 

CGA-051 

Preservative/Remarks 


n 

y 

y 

c 


elinquished  by:  (Signature) 

i)dJ  (LL-vu^ dx- 


linquished  by:  (Signature) 


Date/Time 


qoilZlK 


linquished  by:  (Signature) 


linquished  by:  (Signature) 


Z -1 114$  1SL 


Date/Time 


Date/Time 


Received  by:  (Signature) 

4^1  &Y 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


FORM  175/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

i  CHAIN-OF-CUSTODY RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

Site  Typo: 

'  1 

Site  Identification: 

DCI 

TEPS/Presidlo 

1^3  /  Z_ 

_ CGA-052 _ _ 

A/A  S 


Container  Preservatlve/Remarks 


- ^  i  as  *  »  — \ _ 

{elinquished  by:  (Signature) 

- : - — /  -  1  ^ - 

Date/Time 

- ^  / _ 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 


DCI 


Sample/q:  (Signature) 


TEPS/Prosldlo 


Sample  Date: 

°)Q5I  Z- 


Site  Type:  Site  Identification: 


CGA-053 


Analysis  Required 


Sample  Depth:  (ft) 

Sample  Technique: 

A M 

Preservative/Remarks 


iris  .i.jr  r  \  — _ 

Blinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

ilinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

ilinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

trbill  Number 


gx-|7-7<?s~  TfQ 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 


Sample  Date:  Site  Type:  Site  Identification: 


TEPS/Presidio 


Samplers:  (Signature) 


Sample  Depth:  (ft) 


Time 

Tag  No. 

r  f  ■ - 

Analysis  Required 

Container 

Preservative/Remarks 

Received  by:  (Signature) 


telinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Airbill  Number  Cj  2_|  -7-7  dj 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

DCI 

/or 

TEPS/Prosidlo 

^03/7 

isitt 


CGA-074J> 


Sample  Technique: 

rob 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Airbill  Number  t  —t - 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 

&.)C 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


'ZJ 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

i  CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 

— - -»  TEPS/Presidio 


Sample  Date:  Site  Typo:  Sito  Identification: 


BLDG  CGA-095 


Sample  Depth:  (It)  Sample  Technique: 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time 


vh/qt  n<s  0 


Received  by:  (Signature) 

To  /T  c/  tV 


Date/Time 


Received  by:  (Signature) 


ZFMllWo 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

j  CHAIN-OF-CUSTOD  Y  RECORD 


Project  Name: 

TEPS/Presidlo 


4fafaf 


Site  Type:  j 

Site  Identification: 

BLDG  j 

CGA-096 

Sample  Depth:  (It)  I  Sample  Technique: 


Analysis  Required 


P253'3  I  ASBESTOS  B 


Container 


Preservatlvo/Remarks 


elinquished  by:  (Signature) 


Date/Time 

<//?/?/  /7O0 


Received  by:  (Signature) 

To  f  -ecl  T'X" 


Date/Time 


Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 
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Wersw  H^ihorsaiories  ,Nc 


Sample  tt : ASB90- 16309  | 

- - - 1 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl  ient 


TEPS/PRES I D I 0 
£015  .312. 

R.  L.  STOLLAR 


Batch  #  :  1 


Field  Sample  #:  CGA  -  001  Matrix  :  BULK 

DATES : 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X3  Fibrous  [X3  Homogenous  CX3 


COLOR/ APPEARANCE  :  WHITE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

A 

[CELLULOSE 

1 

10-15 

A 

Amosite 

A 

[FIBROUS  GLASS 

3 

5  -10 

•A 

Crocidol ite 

a 

[SYNTH.  POLYMER 

3 

% 

T  rerno  1  i  t  e 

* 

[ 

3 

A 

Act inol ite 

% 

[ 

3 

A 

Anthophyl 1 ite 

A 

NON-ASBESTOS/NON-F I BROUS  CONTENT 

[BIND.  MATERIAL 

3 

70-75 

A 

|  TOTAL  PERCENT  ASBESTOS:  N.  D.  a\ 

|—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  rnicroseopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10>4  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I _ Wilson  -  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Wersisr  B^siborsaiories  « 


Sample  11:03690-16310 


LABORATORY  REPORT  -  BULK  OSBESTOS  ANALYSIS 


Site 

Project  Number 
C 1  i  erit 


TEPS/PRESIDIO 
6015  .312. 

R.  L.  STOLLOR 


Batch  It  :  1 


Field  Sample  4t :  CGO  -  002 


Matrix  :  BULK 


DOTES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


j 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX3 


COLOR/ APPEARANCE  :  UNITE 


NON— ASBESTOS/FIBROUS  CONTENT 


ECELLULOSE  3  10-15  % 

CFIBROUS  GLASS  3  5  -10  * 

CSYNTH.  POLYMER  3  * 

C  3  * 

c  3  y. 

NON— ASBESTOS/NON—FI BROUS  CONTENT 


CBIND-  MATERIAL  3  70-75  * 


(TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

i _ ; _ i 

j—  COMMENTS:  - - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  * 


ASBESTOS  CONTENT 


Ch  r ysot i 1 e 

* 

Amosite 

* 

Crocidol i te 

* 

T  r  erno  1  i  t  e 

* 

Actinolite 

* 

Anthophy 1 1 i te 

* 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Uilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


Wer&siB'  ,NC 


Sample  # : ASB90- 1 63 1 1 


-  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/ PRESIDIO 
6015  .312. 

R. L.  STOLLAR 


Batch  it  :  1 


Field  Sample  it:  CGA  —  003 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


Chrysot i le 

% 

Arnosi te 

% 

Crocidol ite 

% 

Trernol  ite 

y. 

Act i no 1 i t  e 

y. 

Anthophy 1 1 ite 

y 

J  TOTAL  PERCENT  ASBESTOS:  N.  D.  ?Tj 

r—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED 


NON-ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  90-95  '/ 


CFIBROUS  GLOSS  3  i- 
CSYNTH.  POLYMER  3  -/ 
C  3  * 
C  3  * 


NON-ASBESTOS/NON-FIBROUS  CONTENT 


CBIND.  MATERIAL  31-5  * 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10?C  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determinat ion  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Sample  <1 :  ASB90- 163 lE 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl i ent 


TEPS/PRESIDIG 
6015  .312. 

R.  L.  STOLLAR 


Batch  4  ;  1 


Field  Sample  4:  CGA  —  004 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXI  Homogenous  CX3 


COLOR/APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 

7- 

Amosite 

A 

Croc idol i te 

A 

Tremol ite 

A 

Act inol ite 

A 

Anthophy 1 1 ite 

■A 

CCELLULOSE  3  90-95  A 


CFIBROUS  GLASS  3 

CSYNTH.  POLYMER  3  A 

C  3  A- 

C  3  A 


NON— ASBESTOS /NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  3  1-5  /- 

|  TOTAL  PERCENT  ASBESTOS:  N.  D.  %\ 

COMMENTS:  - 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  * 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  lOA  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 60O/M4— BE— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersur  B^nhosusiories  ,NC 


Sample  tt : ASB90- 1 63 1 3  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIG 

Project  Number  r  6015  .312.  Batch  k  :  1 

Client  :  R. L.  STOLLAR 


Field  Sample  #:  CGA  -  0050  Matrix  :  BULK 


DATES: 

-  Received:  11/15/SO  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X3  Fibrous  [X3  Homogenous  CXI 


COLOR/APPEARANCE  :  TON 


ASBESTOS  CONTENT  NGN-OSBESTOS/FIBROUS  CONTENT 


[CELLULOSE  3  90-95  '/- 

[FIBROUS  GLASS  3  * 

[SYNTH.  POLYMER  3  * 

[  3  * 

[  3  '/- 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  31-5  * 

TOTAL  PERCENT  ASBESTOS:  N.  D.  * 


r—  COMMENTS:  - - : - — 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


Chrysot i le 

* 

Arnosite 

* 

Crocidol ite 

* 

Tremol ite 

* 

Act inol ite 

* 

Anthophy 1 1 ite 

* 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10*  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmw  BjiihoBvstwH'S  ,Nc 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/ PRESIDIO 
6015  -312. 

R. L.  STOLLAR 


Batch  tt  :  1 


Field  Sample  #:  CGA  -  006 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  3  Fibrous  C  3  Homogenous  [X3 


COLOR/APPEARANCE  :  BLACK 


NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  31-5  % 

[FIBROUS  GLOSS  3  % 

[SYNTH.  POLYMER  3  % 

[  1  % 

[  3  % 

NON-OSBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  3  90-95  % 

[TOTAL  PERCENT  ASBESTOS:  N.  D.  -/ 


j—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


ASBESTOS  CONTENT 


Chrysot i le 

% 

Amosite 

% 

Croc idol i te 

% 

T  rerno  1  i  t  e 

% 

Act inol ite 

% 

Anthophyl 1 ite 

% 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  F'olarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Ifmvw*  Lnlwnstorics 


Sample  tt : ASB90- 1 £3 1 5 


I 

I 

J 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


:  TEPS/PRESIDIO 
:  £015  -312- 

:  R.  L.  STQLLAR 


Batch  #  :  1 


Field  Sample  #:  CGA  —  007A 


Matrix  :  BULK 


DATES : 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X3  Fibrous  [X3  Homogenous  C  3 


COLOR/APPEARANCE  :  TAN 

ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS  CONTENT 

Chrysot i le 

% 

CCELLULOSE  3  10-15 

% 

Amosite 

% 

[FIBROUS  GLASS  31-5 

% 

Crocidol ite 

% 

CSYNTH.  POLYMER  3  5-10 

% 

Trernol ite 

% 

[WOLLASTON ITE  3  TRACE 

A 

Act inol ite 

•/- 

[  3 

•A 

1 

Anthophy 1 1 ite 

*i 

. 

L  NON— ASBESTOS/NON— FIBROUS  CONTENT 

[BIND.  MATERIAL  3  £5-70 

% 

[total  PERCENT  ASBESTOS: 

i 

N.  D.  * 

■  _ ] 

nriMMfTKIXC-  - 

! 

N.  D.  = 

NONE  DETECTED 

TRACE  =  LESS  THAN 

1  A 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining-  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  1 Wilson  M.  WILSON 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Sample  4 : ASB90-16315 


Werstfs*  HjSihornioB'ies  ,NC. 


_ i 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl ient 


TEPS/PRESIDIO 
6015  .312. 

R. L-  STOLLAR 


Batch  tf  :  1 


Field  Sample  #:  CGA  -  007B 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  3  Fibrous  [  3  Homogenous  [X3 


COLOR/APPEARANCE  :  LT.  BLUE 


ASBESTOS  CONTENT 


Chrysotile  1 

-  5  7 

Arnosite 

7 

Croc idol ite 

7 

T  re mo 1 i t  e 

7 

Act inol ite 

7 

Anthophyl 1 ite 

7 

|t0TAL  PERCENT  ASBESTOS:  1-5  7| 

p—  COMMENTS: 

N.  D. 


NON— ASBESTOS/F I BROUS  CONTENT 


[CELLULOSE  3  7 
[FIBROUS  GLASS  3  7 
[SYNTH.  POLYMER  3  7 
[  3  * 
[  3  7 


NON-ASBESTOS/NON-F I BROUS  CONTENT 


[BIND.  MATERIAL  3  90-95  7 


TRACE  =  LESS  THAN  1  7 


NONE  DETECTED 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  107  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4^82— 020. 


Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 

C CELLULOSE  3  1-5  “/- 

EFIBROUS  GLASS  3  15-20  * 

CSYNTH.  POLYMER  3  % 

Z  3  % 

Z  3  % 

NON-ASBESTOS/NON-F I BROUS  CONTENT 

[BIND.  MATERIAL  3  70-75  % 

j TOTAL  PERCENT  ASBESTOS:  N.  D.  %j 

>—  COMMENTS:  - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-GOO/M4— 82— 020. 


Chrysot i le 

% 

Amosite 

% 

Crocidol i te 

% 

Tremol ite 

% 

Act inol ite 

% 

Anthophy 1 1 ite 

% 

Marcie  L.  Wilson 
Asbestos  Lab  Manager 


M.  LUCAS 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  «  Telephone:  (703)  750-3000  •  1-800-283-7727 


Sample  # : ASB90- 1 S3 1 7  ] 


\ferssu *  B^ibomtories  ,Nc 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Cl  ierit 


TEPS/ PRESIDIO 
6015  .312. 

R. L.  STOLLAR 


Batch  it  ;  1 


Field  Sample  #:  CGA  -  009 


Matrix  :  BULK 


DATES: 

-  Received:  11/15/90  Collected:  11/07/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CXI  Homogenous  CXI 


COLOR /APPEARANCE  :  WHITE 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


C  CELLULOSE  3  1-5  % 

CFIBROUS  GLASS  3  15-20  % 

CSYNTH.  POLYMER  3  * 

C  3  % 

C  3  'A 

NON— A3BEST0S/NQN— F I BROUS  CONTENT 


CBIND.  MATERIAL  3  70-75  % 


TOTAL  PERCENT  ASBESTOS:  N. D.  % 


Chrysot i le 

% 

Amos i t  e 

% 

Crocidol ite 

% 

Trernol ite 

% 

Act inol ite 

% 

Anthophy 1 1 ite 

% 

r—  COMMENTS: 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10>C  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  I _ Wilson 

Asbestos  Lab  Manager 


M.  LUCAS 
Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


DCI 


TEPS/Presidlo 


Sample  Date: 

903/ 1 


Site  Type: 

Site  Identification: 

BLDG 

CGA-001 

Sample  Depth:  (ft)  Sample  Technique: 


Preservative/Remarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 

Airbill  Number  q  Z  (  ^  ^  ^  £18  L 


Date/Time 

Received  by:  (Signature) 

f  ec L.  ■ 

Date/Time 

Received  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Date/Time 


Received  by:  (Signature) 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


Sample  Date: 


Site  Type:  Site  Identification: 


TEPS/Presldio 


Analysis  Required 


9Z)3i)  BLDG  j  CGA-002 


Sample  Depth:  (ft)  Sample  Technique: 


Container  Preservative/Remarks 


Received  by:  (Signature) 


telinquished  by:  (Signature) 

' 

- « - f - 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Jrbill  Number 


4Z-/-7-7'?S'73'C, 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Sample  Date:  Site  Typo:  Site  Identification: 

7  0  5  II  BLDG  CGA-003 


Sample  Depth:  (ft)  Sample  Technique: 


Preservative/Remarks 


P2176 

ASBESTOS  B 

plastic  bags 

Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


gz i  nqsiP 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 

0-<Lcl 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Airbill  Number 


FORM  275/1 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Project  Name: 

TEPS/Presldlo 


Sample  Date: 

90  3  1 1 


Site  Type: 

Site  Identification: 

BLDG 

CGA-004 

Sample  Depth:  (ft) 

A JA 

Sample  Technique: 

G/CAa 

Container 

Preservative/Remarks 

Mo 

P2177 

ASBESTOS  B 

plastic  bags 

elinquished  by:  (Signature) 

fyjl  CLt/tmch--- 

Date/Time 

Received  by:  (Signature) 

% J. 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

elinquished  by:  (Signature) 

r-r^rr. — — - — — 

Date/Time 

Received  by:  (Signature) 

FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


Sample  Date: 


Site  Type: 


TEPS/Presldlo 


°)0  3  ll 

BLDG  _  _CSA-005 


Sample  Depth:  (It)  Sample  Technique: 

N  A 


Time  Tag  No. 


Analysis  Required 


Container 


Preservative/Remarks 


4  o 

P2178 

ASBESTOS  B 

plastic  bags 

i 

n 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


elinquished  by:  (Signature) 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 

^ i 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

i  CHAIN-OF-CUSTODY  RECORD 


Lab  ID: 

Project  Name: 

Sample  Date: 

Site  Type: 

Site  Identification: 

DCI 

TEPS/Presidlo 

903/1 

BLDG 

CGA-006 

Sample  Depth:  (ft)  Sample  Technique: 

NA  AS 


Preservative/Remarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time 


Date/Time 


Date/Time 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


TEPS/Presidio 


Sample  Date: 

C/OS  II 


Site  Typo:  Site  Identification: 


CGA-007 


Sample  Depth:  (ft) 

Sample  Technique: 

fiJA 

(~>ftf\ft 

Container 

Preservative/Remarks 

Relinquished  by:  (Signature) 

V  v  ^  *  /'V//  — ' 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

2J  7  S' Co 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 

OCI  TEPS/Presldlo 


Sample  Date: 

‘to  311 


Sample  Depth:  (ft) 

/vJA 


Site  Identification: 


Sample  Technique: 

&/?AK 


Preservative/Remarks 


\T.OO 

P2181 

ASBESTOS  B 

plastic  bags 

Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Date/Time  Received  by:  (Signature) 

$03)3'  /  /&ys"  £V 


Date/Time  Received  by:  (Signature) 


Date/Time  Received  by:  (Signature) 


Date/Time  Received  by:  (Signature) 


Airbill  Number 


<?u~?T??7<rc, 


FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTODY RECORD 


Lab  ID:  Project  Name: 


TEPS/Presldlo 


Sample  Date:  Site  Type:  Site  Identification: 

bldg  cga-009 


Sample  Depth:  (ft)  Sample  Technique: 

/JA  6  if  A  ft 


Container 


Preservatlve/Remarks 


(ZlO 

P2182 

ASBESTOS  B 

plastic  bags 

Relinquished  by:  (Signature) 

Ucll  OM/c/mjL 

Date/Time 

Relinquished  by:  (Signature) 

^  1 

Date/Time 

Relinquished  by:  (Signature) 

Date/Time 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 


Received  by:  (Signature) 


Received  by:  (Signature) 


FORM  275/2 
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Building  996 


\Jwsw  LsihoM'sitoB'ies  ,NC. 


r  . . . . . . .  . . ~ . . 

j  Sample  #:ASB30- 16379 


..J 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRES I  0 1 0 
Project  Number  :  6015  .312. 

Client  r  R. L.  STOLLAR 


Batch  It  ;  6 


Field  Sample  #:  CGA  —  071  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/09/90  Reported:  11/27/90 

LOCATION  : 


-  GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  C  I 

COLOR/APPEARANCE  :  BROWN/YELLOW 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysot i le 
Amos i t  e 
Crocidol ite 
Tremol ite 
Act i no 1 i t  e 
Anthophy 1 1 ite 


C CELLULOSE  1  85-90  % 


CFIBROUS  GLASS  I  -/ 

C SYNTH.  POLYMER  I  % 

C  1  ■/. 

C  J  % 


NON— ASBESTOS/NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  I  5-10  % 

r - j 

j TOTAL  PERCENT  ASBESTOS:  N.  D.  %\ 

r—  COMMENTS:  - - 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  ■+•/—  10^  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Deterrninat  ion  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-300 0  •  1-800-283-7727 


\fersar  hiihomtories 


j  Sample  # :ASB90- 16380  j 
LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRE3 I D iu 
Project  Number  :  6015  .312. 

Client  :  R. L.  STOLLAR 


Field  Sample  tt:  CuA  —  072 


DATES: 

-  Received:  11/15/90  Collected:  11/09/90 


Batch  :  6 


Matrix  :  BULK 


Reported:  11/27/90 


LOCATION  : 


GRuSS  DESCRIPTION  :  Friable  CXI  Fibrous  CX3  Homogenous  CX3 


COLOR/APPEARANCE  :  YELLOW 


ASBESTOS  CONTENT 


Chrysotiie  % 

Amosite  7- 

Crocidolite  % 

T  rerno  1  i  t  e  ‘A 

Act  i  no  1 1 1  e  7- 

Anthop'hyl  1  ite  'A 


NON-ASBESTOS/FIBROUS  CONTENT 


C CELLULOSE  3  TRACE  * 

CFIBROUS  GLASS  3  90-95  * 


CSYNTH.  POLYMER  3  % 

C  3  % 

C  3  71 

NON— ASBESTOS/NON— FIBROUS  CONTENT 

CBIND.  MATERIAL  3  1-5  % 


(TOTAL  PERCENT  ASBESTOS:  N.  D.  % j 

1 - j 

j—  COMMENTS:  - 

I 

N- D.  =  NONE  DtTECTED  i  RACE  =  LtSS'  THAN  1  ‘A 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  10%  or  better.  Analysts  are  trained  by  McCrone  Research 

Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020- 

Marcie  L.  Wilson  R. A-  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  B^sihorntoa^ies 


j  Sample  tt : ASB90-1 638 1  j 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PREB  i  L>  L  (j 
Project  Number  :  60  IS  .3 IS. 

Client  :  R. L.  STOLLAE 


Batch  tt  :  7 


Field  Sample  It:  CGA  —  G73D 


Matrix  :  BULK 


DATES: 


Received:  11/ 15/SO  Collected:  11/03/90 


Reported:  11/23/30 


LOCATION  : 


GROSS  DESCRIPTION  :  Friable  CX3  Fibrous  CX3  Homogenous  CX3 


COLOR /APPEARANCE  :  GOLD 


ASBESTOS  CONTENT 

NON-ASBESTOS/FIBROUS 

CONTENT 

Chrysot i le 

“1 

*1 

CCELLULOSE 

I 

TRACE 

•/ 

Amos  i  t  e 

*| 

CFIBROUS  GLASS 

3 

90-35 

% 

Crocidol i t e 

C SYNTH.  POLYMER 

3 

% 

Trernol ite 

% ! 

C 

3 

■A 

Act i no 1 i t  e 

Anthophyl 1 ite 

■/:i 

C 

3 

■A 

NON-ASBESTOS/NON-F I BROUS  CONTENT 


CBIND.  MATERIAL  3  1-5 


j TOTAL  PERCENT  ASBESTOS: 

i _ 

r~  COMMENTS:  - 


N.  D. 


N. D.  =  NONE  DETECTED 


TRACE  =  LESS  THAN  1  %  | 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 6O0/M4— 82— 020. 


Marcie  1 _ Wilson 

Asbestos  Lab  Manager 


R.  A.  CLARKE 
Asbestos  Analyst 


6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTOD  Y  RECORD 


Lab  ID:  Project  Name: 


TEPS/Presldio 


Samplo  Date: 

4o  W> 


Site  Type:  Site  Identification: 


Analysis  Required 


A-071 


Sample  Depth:  (It)  Samplo  Technique: 

N  A  G  roJ> 


Time  |  Tag  No. 


P2508  ASBESTOS  B 


Container 


Preservative/Remarks 


Received  by:  (Signature) 


Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Airbill  Number 
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FORM  275/2 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 
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Sample  Date:  Site  Type:  Site  Identification: 


DCI 


Samplers  (Signature! 


TEPS/Presldlo 


?03/3 
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iwefctstYtti 


Sample  Depth:  (ft) 


Time 

Tag  No. 

Analysis  Required 

Container 

Preservatlve/Remarks 


Received  by:  (Signature) 


- If/  _ V  s'  V  V 

Relinquished  by:  (Signature) 
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Date/Time 
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Relinquished  by:  (Signature) 

Date/Time 
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Received  by:  (Signature) 
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Date/Time 


Received  by:  (Signature) 
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R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 

DCI  TEPS/Presldlo 
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Site  Type:  Site  Identification: 


Samplers:  (Signature) 


noters:  (Si 

oaf 


A 


BLDG  CGA-073 D 


Sample  Depth:  (ft)  Sample  Technique: 

rv/?  (j  rviL 
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Building  997 


Wersiia*  B^silwB'siios'ies  ,NC 


|  Sample  tt : ASB90- 1 6383 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  : 
Project  Number  : 

Cl ient  : 

TEPS/PRESIDIO 

6015  .312.  ; 

R. L.  STOLLAR 

Batch  4:5 

Field  Sample  #: 

CGA  -  055 

Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/28/90 


LOCATION  : 


j 


GROSS  DESCRIPTION  :  Friable  CXI  Fibrous  CXI  Homogenous  CXI 


COLOR /APPEARANCE  :  WHITE 


NON— ASBESTOS/FI BROUS  CONTENT 


CCELLIJLOSE  I  A 

CFI BROUS  GLASS  I  85-90  * 

CSYNTH.  POLYMER  I  % 

C  1  A 

C  1  A 

NQN—PSBESTOS/NON— FIBROUS  CONTENT 


CBIND.  MATERIAL  I  5  -10  i- 


TOTAL  PERCENT  ASBESTOS:  N.  D.  A 


r—  COMMENTS:  - 

N. D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  A 


ASBESTOS  CONTENT 


Chrysot i le 

A 

flmosite 

A 

Crocidol ite 

A 

Trernol ite 

A 

Act inol ite 

A 

Anthophy 1 1 ite 

A 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10A  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  L.  Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  .  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


1 ferssir  B^nborsitovies  ,NC 


Sample  #:ASB90- 16364 


-  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIG 
Project  Number  :  6015  .312. 

Client  :  R. L.  STOLLAR 


Batch  #  :  5 


Field  Sample  #:  CGA  -  056  Matrix  :  BULK 

DATES: 

-  Received:  11/15/90  Collected:  11/08/90  Reported:  11/26/90 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  C  3  Fibrous  C  3  Homogenous  CX3 


COLOR/APPEARANCE 


_( 


BLUE 


ASBESTOS  CONTENT  NON-ASBESTOS/FIBROUS  CONTENT 


[CELLULOSE  3  % 

CFIBROUS  GLASS  3  % 

CSYNTH.  POLYMER  3  * 

C  3  % 

C  3  * 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  3  95-100  % 


TOTAL  PERCENT  ASBESTOS:  N.  D.  * 


COMMENTS:  - 

N.  D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


f 

Chrysotile  % 
Amosite  % 
Crocidolite  % 
Tremolite  % 
Actinolite  % 
Arithophy  1 1  ite  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microseopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/—  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determinat ion  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA— 600/M4— 82— 020. 

Marcie  I Wilson  M.  LUCAS 

Asbestos  Lab  Manager  Asbestos  Analyst 


6850  Versar  Center  •  P.  0.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUSTODY  RECORD 


Lab  ID:  Project  Name: 


DCI  I 


TEPS/Presldlo 


Samplers:  (Signature) 

C(f*/CincC<- 


Tlme  Tag  No. 


Analysis  Required 


Sample  Date:  Site  Type:  Site  Identitication: 

%3i  Z-  BLDG  CGA-055 


Sample  Depth:  (It) 

a/A 


Container 


Preservative/Remarks 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 
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Date/Time 
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TEPS/Presidlo 

•JOSIT— 

BLDG 

CGA-056 

Analysis  Required 


Sample  Depth:  (It)  |  Sample  Technique: 

/\M 


Container 


fA*S 


Preservative/Remarks 
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Building  998 


1 fersar  Laboratories  ,NC. 


SAMPLE  #: ASB91-  2217 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  075 


Matrix  :  BULK 


DATES: 

; -  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  ]  Fibrous  [  ]  Homogenous  [X] 


COLOR/APPEARANCE  :  BLUE 


ASBESTOS  CONTENT  NON-ASBESTOS /FIBROUS  CONTENT 


[CELLULOSE  ]  TRACE  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[  J  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  ]  90-95  % 


TOTAL  PERCENT  ASBESTOS:  1-5 


-  COMMENTS:  - * — 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


Chrysotile  1-5 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A .  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersnr  Laboratories  ,NC 


SAMPLE  #: ASB91-  2218 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


TEPS/PRESIDIO 
6015  .312. 

R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  076  Matrix  :  BULK 

DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [  ]  Fibrous  [  ]  Homogenous  [X] 


COLOR/APPEARANCE  :  LIGHT  TAN 


ASBESTOS  CONTENT  NON-ASBESTOS /FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

5-10 

% 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

Anthophy 1 1 i t e 

% 

1  NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

] 

85-90 

% 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


-  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R.A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories  ,nC. 


SAMPLE  #: ASB91-  2219 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


:  TEPS/PRESIDIO 
:  6015  .312. 

:  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  077 


Matrix  :  BULK 


DATES: 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 


COLOR/APPEARANCE  :  PINK 


ASBESTOS  CONTENT  NON-ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

TRACE 

% 

Amosite 

% 

[FIBROUS  GLASS 

] 

90-95 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

3 

% 

Tremolite 

% 

[ 

3 

% 

Actinolite 

% 

[ 

3 

% 

Anthophy 1 1 ite 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

3 

1-5 

% 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


i—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersar  Laboratories  ,Nc. 


SAMPLE  #:ASB91-  2220 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


:  TEPS/PRESIDIO 
:  6015  .312. 

:  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  078 


Matrix  :  BULK 


DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/ APPEARANCE  :  BLACK/BRICK 


ASBESTOS  CONTENT  NON-ASBESTOS /FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

20-25  % 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

Anthophy 1 1 ite 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

] 

70-75  % 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


—  COMMENTS:  - * - : - - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,*  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


\fersar  Laboratories  ,NC. 


SAMPLE  #: ASB91-  2221 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


TEPS/PRESIDIO 
6015  .312. 

R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  079 


Matrix  :  BULK 


DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/ APPEARANCE  :  BLACK/BRICK 

NON-ASBESTOS/FIBROUS  CONTENT 

[CELLULOSE  ]  25-30  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 
[BIND.  MATERIAL  ]  65-70  % 

|  TOTAL  PERCENT  ASBESTOS:  N.  D.  %| 

|—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories  INC. 


SAMPLE  #: A.SB91-  22  2  2 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  080 


Matrix  :  BULK 


DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 


COLOR/ APPEARANCE  :  BLACK 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


[—  COMMENTS: 

N.D.  =  NONE  DETECTED 


NON-ASBESTOS /FIBROUS  CONTENT 


[CELLULOSE  ] 

[FIBROUS  GLASS  ] 

[SYNTH.  POLYMER  ] 

[  ] 

[  ] 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  ]  45-50  % 


TRACE  =  LESS  THAN  1  % 


45-50  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020. 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories  INC. 


SAMPLE  # : ASB91-  2223 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  081 


Matrix  :  BULK 


DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/ APPEARANCE  :  BLACK 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

NON-ASBESTOS/ FIBROUS  CONTENT 


[CELLULOSE 

]  25-30 

% 

[FIBROUS  GLASS 

] 

% 

[SYNTH.  POLYMER 

] 

% 

[ 

] 

% 

[ 

] 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  ]  65-70  % 

TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

i—  COMMENTS:  - — . - . - . 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R.A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES,  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 
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rer 

Lab  ID: 
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Sample  Date: 
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DCI 
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i  / z-a/9  / 

BLDG 

CGA-075 

Samplers:  (Signature) 

(XJ-iL'/i/i/hd- 


Tag  No. 
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Sample  Depth:  (It) 

o 
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QmoJy 
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Lab  ID:  Projoct  Namo: 


Samplo  Dalo: 


c&  r  _ 
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To  P ed  6V 


Relinquished  by:  (Signature) 

1 

Date/Time 

i 

i 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Time 

Received  by:  (Signature) 

Relinquished  by:  (Signature) 

Date/Tlme 

Received  by:  (Signature)  \ 

i 

Airbill  Number 

R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

.  ENVIRONMENTAL  PROGRAM  AT  PRESIDIO  OF  SAN  FRANCISCO 

:  CHAIN-OF-CUSTODY  RECORD  r 


Lab  ID:  Project  Name: 


TEPS/Prosidlo 


Samplo  Dalo: 


CAT  _ 

Sito  Typo:  Sito  Idontification: 
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1 fersar  Laboratories  ,c. 


SAMPLE  #: ASB91-  2224 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  082  Matrix  :  BULK 

DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/APPEARANCE  :  BLACK/BRICK 


ASBESTOS  CONTENT  NON -ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

]  25- 

30  % 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

Anthophyllite 

% 

NON-ASBESTOS/NON-FIBROUS 

CONTENT 

[BIND.  MATERIAL  ]  65-70  % 


TOTAL  PERCENT  ASBESTOS:  N.  D. 


r-  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersnr  Lsiborntories  ,NC. 


SAMPLE  # : ASB9 1-  2225 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 

Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 

Batch  #  :  8 

Field  Sample  #:  CGA  -  083 

Matrix  :  BULK 

DATES : 

-  Received:  02/01/91  Collected:  01/22/91 

Reported:  02/15/91 

LOCATION  : 

GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/ APPEARANCE  :  BLACK 


ASBESTOS  CONTENT 


NON-ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

[CELLULOSE  ]  20-25  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  ]  70-75  % 

TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

r—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


Vfersar  Laboratories  ,NC. 


SAMPLE  # : ASB91-  2226 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


TEPS/PRESIDIO 
6015  .312. 

R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  084  Matrix  :  BULK 

DATES: 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [  ] 


COLOR/ APPEARANCE  :  BLACK 


ASBESTOS  CONTENT  NON-ASBESTOS/ FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

15-20 

% 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

10-15 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

Anthophyllite 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

] 

60-65 

% 

TOTAL  PERCENT  ASBESTOS: 

N. 

D. 

% 

r—  COMMENTS: 


N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R.A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersar  Laboratories 


SAMPLE  # : ASB9 1-  2227 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  085  Matrix  :  BULK 

DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 

COLOR/APPEARANCE  :  BLACK 


ASBESTOS  CONTENT 


NON-ASBESTOS/FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

30-35 

% 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

1-5 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

Anthophyllite 

% 

NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

] 

55-60 

% 

TOTAL  PERCENT  ASBESTOS: 


N.  D. 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


1 fersnr  Laboratories  ,NC. 


SAMPLE  # : ASB91-  2228 


LABORATORY  REPORT  -  BULK  ASBESTOS  ANALYSIS 


Site 

Project  Number 
Client 


TEPS/PRESIDIO 
6015  .312. 

R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  086  Matrix  :  BULK 

DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [X]  Homogenous  [X] 


COLOR/ APPEARANCE  :  BLACK 


ASBESTOS  CONTENT  NON-ASBESTOS /FIBROUS  CONTENT 


Chrysotile 

% 

[CELLULOSE 

] 

20-25 

% 

Amosite 

% 

[FIBROUS  GLASS 

] 

% 

Crocidolite 

% 

[SYNTH.  POLYMER 

] 

10-15 

% 

Tremolite 

% 

[ 

] 

% 

Actinolite 

% 

[ 

] 

% 

An thophy 1 1 i t e 

% 

1  NON-ASBESTOS/NON-FIBROUS  CONTENT 

[BIND.  MATERIAL 

] 

55-60 

% 

TOTAL  PERCENT  ASBESTOS:  N.  D. 


r—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists ,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R. A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


LABORATORY  REPORT 


1 fersar  Laboratories  INC, 


SAMPLE  #: ASB91- .2229 


-  BULK  ASBESTOS  ANALYSIS 


Site  :  TEPS/PRESIDIO 
Project  Number  :  6015  .312. 

Client  :  R.L.  STOLLAR 


Batch  #  :  8 


Field  Sample  #:  CGA  -  087 


Matrix  :  BULK 


DATES : 

-  Received:  02/01/91  Collected:  01/22/91  Reported:  02/15/91 

LOCATION  : 


GROSS  DESCRIPTION  :  Friable  [X]  Fibrous  [  ]  Homogenous  [X] 


COLOR/ APPEARANCE  :  TAN 


ASBESTOS  CONTENT 


Chrysotile 

% 

Amosite 

% 

Crocidolite 

% 

Tremolite 

% 

Actinolite 

% 

Anthophyllite 

% 

NON-ASBESTOS /FIBROUS  CONTENT 


[CELLULOSE  ]  % 

[FIBROUS  GLASS  ]  % 

[SYNTH.  POLYMER  ]  % 

[  ]  % 

[  ]  % 

NON-ASBESTOS/NON-FIBROUS  CONTENT 


[BIND.  MATERIAL  ]  95-100  % 

TOTAL  PERCENT  ASBESTOS:  N.  D.  % 

r—  COMMENTS:  - 

N.D.  =  NONE  DETECTED  TRACE  =  LESS  THAN  1  % 


DESCRIPTION  OF  ANALYSIS:  Bulk  Asbestos  samples  are  analyzed  by 

trained  microscopists,  using  Polarized  Light  Microscopy  with  dispersion 
staining.  Quantitation  is  performed  through  visual  estimates.  The  accuracy 
of  estimates  will  vary  depending  on  the  nature  of  each  sample,  but  is 
generally  +/-  10%  or  better.  Analysts  are  trained  by  McCrone  Research 
Institute  utilizing  the  EPA  Interim  Method  for  the  Determination  of 
Asbestos  in  Bulk  Insulation  Samples,  EPA-600/M4-82-020 . 


Marcie  L.  Wilson  R.A.  CLARKE 

Asbestos  Lab  Manager  Asbestos  Analyst 

6850  Versar  Center  •  P.  O.  Box  1549  •  Springfield,  Virginia  22151  •  Telephone:  (703)  750-3000  •  1-800-283-7727 


R.  L.  STOLLAR  &  ASSOCIATES.  INC. 
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Samplers:  (Signature) 

fn J1  QjL 

a 

Samplo  Depth:  (ft) 

<D 

Sample  Tochniquo: 

Qooxh 

Time 

Tag  No. 

Analysis  Required 

Container 

Presorvativo/Remarks 

Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


Relinquished  by:  (Signature) 


AilbilN“mb9r  Socic. 
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Received  by:  (Signature) 
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R.  L.  STOLLAR  &  ASSOCIATES.  INC. 

ENVIRONMENTAL  PROGRAM  AT  PRESIOIO  OF  SAN  FRANCISCO 

CHAIN-OF-CUS TOD  Y  RECORD  r. 


Lab  10:  Project  Namo: 

OCI  TEPS/Presidlo 


Sample  Dato: 

Mvth  I 


Silo  Typo:  Sito  Identification: 


'  BLDG 


Sample  Depth:  (ft) 


!  CGA-083 
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